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The Chancel 


The Chancel—for many years a charac- 
teristic feature of the Liturgical Churches 
—is becoming the accepted ideal for 
leading Evangelical Denominations. It is 
the Architect’s age-old method of ex- 
pressing the spiritual values and spacious- 
ness of religion. Illustration shows Pulpit, 
Rood Screen and Chancel 


ALL SAINTS 
EPISCOPAL CHURCH 


Pasadena, California 
Designed by Johnson, Kaufmann & Coate, Architects 
Produced in the 
American Seating Company workrooms 
Views of many recent installations in Meth- 
odist, Presbyterian, Baptist and Congre- 
gational Denominations — as well as model 
designs of Altars, Pulpits, Reredoses, 
Reading Desks and Carved Panels in sym- 
bol or allegory, designed by the nation’s 
leading architects are available upon 
request. Write for A. |. A. File of Church 


Interiors. 


American Seating Company 


Makers of Fine Seating for Churches, Schools 
and Theatres 


GENERAL OFFICES 


um 
14 E. Jackson re Chicago, 
Boulevard Illinois 


_ 
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Scouse! 


BRANCHES IN ALL PRINCIPAL CITIES 








Police Headquarters Garage, St. Louis, Mo... .R-W equipped 


ELECTRICALLY 
OPERATED 









ORS 


DO 





fully meet all doorway problems 


Positive and unfailing control of large, 
heavy doors! That’s the certain sure 
result of using R-W doorway equip- 
ment and Aut-O-Dor, the electric 
operator that always works. 

R-W engineers can handle any and 
all problems of door hanging or con- 
trol. In St. Louis, when the new 
Police Headquarters garage was 
completed, R-W engineers were 
called upon to solve the doorway 


problem. 
R-W engineers installed R-W 





**Quality leaves 
its imprint” 


industrial doorway equipment for 
four 9-foot high, 800-pound doors. 
Each door operates separately on ball 
bearing hangers. They are controlled 
electrically from three points and 
can be stopped instantly at any 
point. Delays and accidents are thus 
prevented. 

Call upon R-W engineers at any 
time to help you solve difficult 
doorway problems. No door is too 
high, no opening is too wide, to be 
met by R-W equipment. 





New York . . « + AURORA, ILLINOIS, U. S.A. * « « « Chicago 
Boston Philadelphia Cleveland Cincinnati Indianapolis St. Louis New Orleans Des Moines 
Minneapolis Kansas City Atlanta Los Angeles San Francisco Omaha _ Seattle Detroit 

Montreal + RICHARDS-WILCOX CANADIAN CO., LTD., LONDON, ONT. + Winnipeg 
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RE you getting the tull value of the @ 
Sales Engineering Service on the 
buildings you are doing? The everyday, 
practical help of specialized knowledge 
and experience that an @ man can and 
will cheerfully give you will help you 
when figuring panelboard and switch- 
board installation. 


It is our business to assist in every way 
possible to make electrical jobs better. 
Our district office men are posted on up- 
to-date wiring practice—they know all 
the improvements in installation and 











can recommend suitable panelboards and 
switchboards for greatest service and 
economy. 


Knowledge of the electrical industry gen- 
erally, of the electrical contracting busi- 
ness, and of the panelboard and switch- 
board business, we consider absolutely 
essential in successful servicing of archi- 
tects, engineers and electrical contractors. 
We have men trained to this service and 
facilities in all parts of the country to 
provide both the right product and all 
the features of co-operation to go with it. 


Arank Adam 


ELECTRIC COMPANY 


ST. LOUIS 
DISTRICT OFFICES 
Detroit, Mich. Memphis, Tenn. 
Jacksonville, Fla. Minneapolis, Minn. 
Kansas City, Mo. New Orleans, La. 
Los Angeles, Calif. New York, N. Y. 


Omaha, Nebr. 
Philadelphia, Pa. 
Pittsburgh, Pa. 

San Francisco, Calif. 


Seattle, Wash. 
Tulsa, Okla. 
Vancouver, B.C. 
Winnipeg, Man. 


Atlanta, Ga. 
Baltimore, Md. 
Boston, Mass. 
Buffalo, N. Y. 


Chicago, III. 
Cincinnati, Ohio 
Dallas, Texas 
Denver, Colo. 


Send for our catalog. Telephone for your nearest €& Man and use 
him for co-operation. The obligation to serve you we consider ours. 


’ 
wank 





PANELBOARDS ARE THE SIGN OF A BETTER JOB 


Ga 
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Job 1108. An Apartment House, Chicago, IIl. 
Client: MCLENNAN CONSTRUCTION CO. Number of Piles 558. Lineal feet 9549 


Good Buildings Deserve 
Good Foundations 


—and get them—when so many Owners, Architects, 
Engineers unite in selecting Raymond Concrete Piles. 
The photograph here is indicative of the high calibre of 
structure upon these well known concrete piles, and the 
standing of the firms who have utilized them. May we 
tell you why, in detail? 


RAYMOND CONCRETE PILE COMPANY 


= 
New York: 140 Cedar St. Chicago: 111 W. Monroe St. 
Raymond Concrete Pile Co., Ltd., Toronto, Ontario 
Branches in Principal Cities 


A FORM FOR EVERY PILE— 
A PILE FOR EVERY PURPOSE 
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Architect: Carl c. Ade, Rochester, N.Y. WATERLOO HIGH SCHOOL Hig. Contractor: Warnock & Zahrndt, Rochester, N. Zz. 


38 BUCKEYE Healovent Units 


supply this building with 


MODERN SCHOOL VENTILATION 


All classrooms of this fine new Waterloo, 
New York, High School are supplied 


with fresh, filtered, warmed air in measured 





amounts, and at controlled temperatures by 
the dependable BUCKEYE Healovent Unit 
System of Heating and Ventilating. 






Series 100 
Buckeye? Heatovent 


THE BUCKECMOLER COMPANY 




















is \ ne} | i he 
Main Office 9pm? SU US 400 Dublin Avenue 








~ 
& Factory a Columbus, Ohio 
Sales and Service Offices 
ATLANTA CHICAGO DETROIT INDIANAPOLIS MINNEAPOLIS PITTSBURGH ST. LOUIS YOUNGSTOWN 
BALTIMORE CLEVELAND GRAND RAPIDS KANSAS CITY, MO. NEW YORK CITY PORTLAND, ORE. SEATTLE CANADIAN 
BOSTON DALLAS HEMPSTEAD, L. I. LOS ANGELES NEWARK RICHMOND, VA. SYRACUSE OFFICE 
BUFFALO DENVER HARRISBURG, PA. MILWAUKEE PHILADELPHIA SALT LAKE CITY TOLEDO TORONTO 
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The Lefcourt Colonial Bldg., 
New York City, is piped 
throughout with Youngs- 
town steel pipe. 


Architeects— 
BARK & DJORUP 


Heating Contractor— 


E. G. WOOLFOLK CO. 


Performance 


that justifies repeat 
specifications 





HE PERFORMANCE of 

Youngstown steel pipe in 
thousands of installations from 
coast to coast has more than just- 
, ified its being written into archi- 
tects’ specifications. In plumbing, 
heating, sprinkler and refrigera- 
tion systems this rugged steel pipe 
has consistently demonstrated its 
ability to deliver satisfactory 
service under all conditions—in 
all types of buildings. 


Lt 








Written into the specifications of 
any building, Youngstown pipe is 
sound insurance of pipe perma- 
nence—a fact which has been 
proved beyond question by the 
performance facts. Unquestion- 
ably, it pays to specify Youngs- 
town steel pipe—and it costs your 
clients no more. 
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THE YOUNGSTOWN SHEET 
AND TUBE COMPANY 


One of the oldest manufacturers of copper- -steel, under the 
well-known and established trade name “Copperoid nd 


General Offices—Youngstown, Ohio 


% 
& 
. : Galvanized Sheets Protect és Save With Steel 
ss DISTRICT SALES OFFICES 
& ATLANTA—Healey Bldg.  MEMPHIS—P. O. Box 462 
BOSTON—80 Federal St. MINNEAPO! Lis— 
U & ndrus 
Liberty Bank Bldg. an Sey oe 
—_ 1 rnia B 
CHICAGO Conway Bldg. NEW YORK—30 Church St. 
CINCINNATI PHILADELPHIA— 
a ea Bldg. Franklin Trust Bldg. 
CLEVELAND— PITTSBUR GH—Oliver Bldg. 
Terminal Tower Bldg. SAN FRANCISCO— 
DALLAS—Magnolia Bldg. 55 New Montgomery St. 
DENVER— : SEATTLE—Central Bldg. 
Continental Oil Bldg. ST, LOUIS—Shell Bldg., 
DETROIT—Fisher Bldg. 13th and Locust Sts. 
KANSAS CITY, MO.— YOUNGSTOWN— 
Commerce Bldg. Stambaugh Bldg. 


LONDON REPRESENTATIVE — The Lf ow pty Steel 
Products Co., Dashwood House, Old Broad 
London, E.C. England 
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ORE than fifteen years ago Bayley 
perfected a unique type of indirect 


heater, under the trade name of Chi- 
nook. It possesses remarkable features; a 
single header divided into steam and return 
chambers, individual radiating tubes with 
individual feed through individual circu- 
lating pipes, no return bends, elbows or rig- 
id connections of any kind to be racked out 
of shape by expansion and contraction ... 
no air lock, no steam ham- 


BAY LEY 


Chinookfin 


Heater has 


This Unique “Tube within a Tube” Principle! 


known and accepted; the Bayley Chinookfin 
embodies this virtue in addition to its 
unique and original Bayley Chinook con- 
struction advantages. 


Safe for Tempering Coil Service 
The “tube within a tube” principle of con- 
struction protects the Bayley Chinookfin 
Heater against freezing even when sub-zero 
air is passed over its surfaces. It is the only 

indirect heater which is 





mer ... a heater which 
remains sound and tight 
under all steam pressures 
and constant thermal 
changes, because of its 
“tube within a tube” 
method of construction. 


Copper Radiating 
Element 


These remarkable advan- 
tages incorporated in a 
copper fin radiating ele- 
ment are offered in the 
latest Bayley indirect 
heater —the Chinookfin. 
The merits of copper fin 
extended surfaces for 
rapid heat transfer are 










wholly as safe for tem- 
pering coil service as for 


Bayley reheating. 
Chinookfin > 
Heater, For engineer or executive 

Vertical Type. so 6 
who has the responsibil- 


ity of selecting or speci- 


Bayley fying indirect heaters for 
Chinookfin Peg ° 
Heater, heating, ventilating, air 
Horizontal 


conditioning systems, 
process drying, temper- 
ing coil, or other service, 
the Bayley Chinookfin 
Heater solves many a 
difficulty. 


Type. 


The unique and original Bayley. 
“tube within a tube” method of 
indirect heater construction, as ap- 
lied in the Chinookfin Heater, is 
ully explained in Bulletin No. 29-C. 


May we send a copy? 














Fans — Heaters — Air Washers — 
Unit Heaters—Heating, Ventilating, 
Drying, Air Conditioning, Humidity 





Control, Mechanical Draft. 





BAYLEY BLOWER COMPANY, 750 Greenbush St., Milwaukee, Wis. 








HEATERS 
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More uniform temperature 


from floor to ceiling a 


Ds sen a thermometer at floor line, 
breathing line and ceiling in an uninsulated structure. Note 
the wide variation in temperature—often as much as 10 or 12 
degrees F. Such a condition creates drafts, especially on 
floors—drafts which breed colds and other ailments. 


A structure properly constructed with MAF-LATH—The 
Insulating Plaster Base—eliminates this condition and makes 
every part of every room uniformly comfortable. 
MAF-LATH, made from the tough roots of licorice, is the 
same as, and has all the qualities of MAFTEX. It is merely 
in a more convenient size (16” x 48”) so that it can be easily 
handled and quickly installed as plaster base by lathers. 
The MAF-LATH joint is a practically butt to butt joint. All 
edges are square, with no tapering of thickness toward the 
edges. Any edge matches any other edge, with no loss of 
time or material. It is possible to use cuttings and simply 
saw off boards for joints. It provides greater insulating value, 
as full thickness extends right to edge. 


MAF-LATH Insulation insures increased sales and rental 
value—at no increase in construction cost over a modern 
uninsulated structure. Complete information on request. 


MACANDREWS & FORBES COMPANY 
Business Established in U. S. A., 1870 
200 FIFTH AVE., NEW YORK 


Also Manufacturers of Fiberlic Wall Board 


MAF-LATH 


The Insulating Plaster Base 













MAF-LATH 


forms tremendous 
bond with plaster 
MAF-LATH was given 


usual three-coat plaster 
surface. Samples 4” square 
were attached to blocks of 
wood by applying coatings 
of hot asphalt. Rings were 
fastened to blocks. Chain 
hoist with test scales used 
to apply load. Repeated 
tests proved load of over 
1000 pounds per square 
foot did not affect bond 
between MAF-LATH 
and plaster. 


Write for sample and make 
your own tests. 
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Steel Heating Boilers and Capitol Radiators 
make a Logical Combination 


Pacific Steel Boilers inthe Conlyn Towers Apartment, 
Philadelphia. When negligence put the 18000 ft. 
boiler out of commission, the 4200 ft. boiler used for 
summer hot water supply kept the building warm. 





























It happened in the Conlyn Towers apart- 
ment, Philadelphia, where an 8601 (18,000 
ft.) Pacific Steel Boiler was recently installed. 


The system was being cleaned by discharging 
all condensation into the sewer and supply- 
ing make-up water with a water feeder. A 
negligent building attendant shut off the feed 
valve. The low water cut-off switch on the 
boiler was not yet connected. Consequently, 
all the water in the system was evaporated 
and the boiler heated to a cherry red, 
remaining so for some time. 


“When first notified,” Edward R. Sabin 


Company, heating contractors wrote, 


PACIFIC 


STEEL HEATING BOILERS 


FOOL PROOF 
CONSTRUCTION 


“we assumed the boiler would be damaged 
beyond repair but were agreeably surprised 
when the boiler was put in operation again 
inside of 24 hours, having found it only nec- 
essary to re-roll the tubes . . . This incident 
more than convinced us of the ruggedness of 
your welded construction.” 


PACIFIC STEEL BOILER CORPORATION 
General Offices: Detroit, Michigan 
Factories: Waukegan, IIl., Bristol, Pa. 
Sales Offices in 58 Cities 
Division of United States Radiator Corp., Detroit, Michigan 
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TERRA COTTA 


Pe. a Sign of 


Quality Terra Cotta 
~ 

















105 West Monroe Street. 
Chicago, Illinois 
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»~MARKED 


AND CER TIERED 


High strength and uniform quality of rail steel 
that has qualified it for use in the world’s 
largest structures is certified by these mills: 
Buffalo Steel Company, lonawanda,N.Y.; Burling- 
ton Steel Company, Hamilton, Canada; Calumet 
Steel Company, Chicago, Ill.; Canadian Tube and 
Steel Products Limited, Montreal, Canada; 
Connors Steel Company, Birmingham, Ala.; Dan- 
ville Structural Steel Company, Danville, Pa.; 
Franklin Steel Works, Franklin, Pa.; Laclede 
Steel Company, St. Louis, Mo.; Missouri 
Rolling Mill Corporation, St. Louis, Mo.; Pollak 
Steel Company, Cincinnati, Ohio and West 
Virginia Rail Company, Huntington, W. Va. 


For information write 


Rail Steel Bar Association, Builders Bldg., Chicago 


RAIL STEEY 


for concrete reinforcing 
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Your Copy ts Wasting 


URING 1929 the Vermont Marble advertisements in 

the Architectural Journals have featured old Ameri- 
can buildings—a series of twelve historic structures, all of 
which have achieved more than local fame. Our thought 
in bringing them out was that, entirely apart from the 
marble which went into their making, they were extremely 
interesting from the standpoint of design. This judgment 
seems to have been confirmed by readers of the building 
magazines. At least we have had numerous calls for a com- 
plete set of these pictures. 


To meet this demand we have had the pages reassembled in 
booklet form suitable for filing. If you would like a copy, 
just send us a card with your name and address, and the book 
will come to you by return mail. 


VERMONT MARBLE COMPANY—PROCTOR, VERMONT 


Branches in the Larger Cities 
See Sweet’s Catalog for Specifications and Other Data 


VERMONT MARBLE 
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C. C. Wendehack, Esq., New York City 





Architect 


RIDGEWOOD COUNTRY CLUB, PARAMUS, N. J. 





Lewis W. Butterfield Heating Co., Orange, N. J. 
Heating Contractors 


Heating Fine Country Clubs 


The members of the fine country clubs listed at 
the right are accustomed to every luxury of service. 
They spend millions of dollars annually to get it in 
faultlessly kept greens, in properly maintained 
locker-rooms and bathing facilities; and in impec- 
cably operated restaurants. They are accustomed 
to quality in house-hold fitments and in business 
and professional equipment. 


It is as natural as it is significant that they enjoy 
the quality performance of Webster Systems of 
Steam Heating. And though their advantages are 
those of satisfaction in adequate, uniform, easily 
controlled heating, these results are often accom- 
panied by worthwhile fuel economy. Let the 
nearest Webster office co-operate with you in the 
solution of any clubhouse heating problem —or in 
planning the heating of any other type of building. 


WARREN WEBSTER 
& COMPANY 


Pioneers of the Vacuum System of Steam Heating 
CAMDEN, NEW JERSEY 
Branches in 52 principal U. S. Cities 
In Canada—Darling Bros., Ltd., Montreal 





~since 1888 
0, 


Systems of 
Steam Heating 
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COLORADO: Cherry Hills Golf Club, Denver 

City Park Golf Club, Denver 

Pueblo Golf and Country Club, Denver 
FLORIDA : Lake Pierce Country Club, Lake Pierce 

Sunset Hills Club House, Tarpon Springs 
GEORGIA : Druid Hills Golf Club, Atlanta 

Brookhaven Country Club, Fulton Co. 
ILLINOIS: Alton Country Club, Alton 

Medinah Country Club, Medinah 

Glen Fora Country Club, Waukegan 
INDIANA: Broadmor Golf Club, Indianapolis 

Highland Golf Club, Indianapolis 

Ulen Country Club, Lebanon 
LOUISIANA : Colonial Golf Club, Harahan 

Highland Country Club, La Grange 

Metairie Golf Club, New Orleans 

New Orleans Country Club, New Orleans 

West End Country Club, New Orleans 
MASSACHUSETTS: Woodland Golf Club, Newton 
MICHIGAN : Jackson Country Club, Jackson 

Kalamazoo Country Club, Kalamazoo 

Riverside Country Club, Lansing 

Saginaw Country Club, Saginaw 
MINNESOTA: Interlachen Country Club House, Minneapolis 
NEW HAMPSHIRE: Manchester Country Club, Manchester 
NEW JERSEY: Seaview Golf Club, Absecon 

Linwood Country Club, Linwood 
NEW YORK: Binghamton Country Club, Binghamton 

Bonnie Briar Country Club, Larchmont 

Wing Foot Golf Club, Mamaroneck 

Oak Hill Country Club, Rochester 
NORTH CAROLINA: Asheville Club, Asheville 
OHIO: Acacia Country Club, Cleveland 

Country Club, Portsmouth 

Belmont Hills Country Club, St. Clairsville 
PENNSYLVANIA: Lehigh Country Club, Allentown 

Gulph Mills Golf Club, Gulph Mills 

Chartiers Heights Gountry Club, Pittsburgh 
SOUTH CAROLINA: Wappoo Country Club, Charleston 
WISCONSIN : Blue Mound Country Club, Wauwatosa 

A.1.-47 
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cd, Signal Control Elevators are particu- 


larly suited to the service requirements of large hotels. 





Their high-speed and semi-automatic control features 
permit of far greater service per elevator, together 
with increased riding comfort and the elimination of 


stumbling hazards through Micro-Leveling. 


For hotels which do not require the maxi- 
mum in high-speed Vertical Transportation, the Otis 
Car Switch Control Elevator, combined with Micro- 


Leveling, gives entire satisfaction. 


In smaller residential and apartment hotels, 
the Otis Collective Automatic Control Elevator pro- 
vides a flexible service at minimum operating cost. 


oe ¥ \ Controls are available so that these elevators can be 





operated by regular attendants during rush hours 
\ with automatic operation by passengers at 


other times. 








—_ 


| Our nearest office is at your service with 
complete information. A telephone call 


will receive prompt attention. 
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OFFICES IN ALL PRINCIPAL CITIES OF THE WORLD 
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Serve a Double Purpose 


As frames for the beautiful and persuasive display windows 
employed by progressive retailers to attract the public, 
Desco Store Fronts are doubly useful. For, in addition to 


For full architectural 
details see Sweet’s catalog. s r r ss 
Write us for complete work- their Own beauty and the dignity they add to window 
ing data and price list- 


Remember, too, wherever displays, they are sufficiently flexible to protect the glass 


you are there is a distributor 


me oe ut “Dawe against abnormal wind pressure. Made in a wide variety of 
construction material in our . ‘ > ss 
New York City Warebouse. metals, solid copper, plain or embossed, and solid bronze in 


all standard finishes, and in chrome nickel aluminum alloy, 


Desco Store Fronts harmonize with every building exterior. 


DETROIT SHOW CASE CO. 


1670 W. Fort Street - - Detroit, Michigan 


New York Office and Warehouse—344-346 East 32nd Street 
Pacific Coast Office—450 Skinner Bidg., Seattle, Wash. 
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ll Building. 


Refrigerators Has 
Been Our Business 
For Forty Years >>» 


HERE dependability must be absolute; where 
its . ° 

the standard of construction must meet the highest 

requirements, where beauty and utility must com- 

bine to assure good service, architects specify 
w McCray with confidence. 


, Forty years of close association with the varied and exacting 


refrigerator problems which architects encounter, have given 
McCray an expert knowledge and experience. Every McCray 
model, in design, in craftsmanship, in finish, embodies the 
skill which only such specialization can afford. 

The McCray line is complete. There are models to meet 
every size and style requirement — for Hospitals, Hotels, Insti- 
tutions, Clubs, Restaurants, Food Stores, Florist Shops, and 
Residences. Also, McCray builds to order and our engineers 
will prepare blueprints and specifications based upon your 
> sketches, without obligation. 


a For mechanical refrigeration of any type as well as ice, 
McCray refrigerators insure the most efficient, age service. 
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All models equipped for immediate installation o 


unit. No changes necessary. 


ALL McCRAY MODELS 
MAY BE USED WITH 


MECHANICAL 


REFRIGERATION OF 
ANY TYPE 





cooling 


Architects should have 
our portfolio on refriger- 
ation. Send now for your 
copy and current catalogs 
of our various lines. 


McCray Refrigerator Sales 
Corporation, 961 Lake St., 
Kendallville, Indiana.Sales- 
rooms in all principal cities, 
See telephone directory. 


“CRAY 





REFRIGERATORS FOR ALL PURPOSES 





1930 


| WORLD'S LARGEST MANUFACTURER OF 


REFRIGERATORS 








ANNOUNCEMENT 


The Business of 
Atlas Portland Cement Co and Universal Portland Cement Co 
Is Now Conducted by 


Universal Atlas Cement Co 


Subsidiary of United States Steel Corporation 


Atlas Portland Cement 
Universal Portland Cement 


Atlas White Portland Cement 
Atlas Lumnite Cement 


The Atlas and Universal organizations are brought together thru the Atlas 
sale to the United States Steel Corporation of which the Universal company is a 
subsidiary. 


The Atlas and Universal companies have grown up with the cement in- 
dustry. Each is a third of a century old. The same general policies under which 
they have operated continue. 


The combined productive capacity and sales territory will make cement 
of the joined companies more readily available to an increased number of cement 
users and thus improve the service to customers. 


The new company assumes all the obligations of the Atlas and Universal 
companies so that relationships between buyer and seller are unchanged. 


Plants of Universal Atlas Cement Co are at Hudson, N Y, Northampton, 
Pa, Universal, Pa, Buffington, Ind, Duluth, Minn, Hannibal, Mo, Independence, 
Kan, Leeds, Ala, and Waco, Texas. 


Offices are in Chicago, New York, Philadelphia, Boston, Albany, Pitts- 
burgh, Cleveland, Columbus, Minneapolis, Duluth, St Louis, Kansas City, Des 
Moines, Omaha, Oklahoma City, Birmingham and Waco. 
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The Cover 


GEGOVEA, Spain, along the narrow 
road that winds below the ram- 
parts of the town, offers a picturesque 
view that forms the subject of the 
sketch reproduced upon the cover. 
Its author, Andre Smith, was for- 
merly a member of the firm of Smith 
& Ross, architects, of New York City. 


The sketch was made on a sheet of 
smooth tinted paper of warm tone, 
drawn with a litho-crayon and very 
simply painted in watercolor. Some 
of the shadow washes are clear, while 
the whites and the lights are done in 
opaque color. The drawing was made 
on the spot and the color added later. 
Mr. Smith states that this method is 
more satisfactory for small drawings 
than that of adding the color “on the 
spot” since it avoids over-stressing 
the color details and the losing of the 
simplicity which the mind naturally 
retains as an after-impression. 


Next Month 


PUBLICIT Y—What A. I. A. chap- 
ters all over the country are doing 
and think should be done. 


MAYAS—Three architects journey 
to “The Land of the Mayas,” and 
Kenneth Clark tells of their adventures. 


DAYLIGHTING — Some pointers 
that help to secure more of it. 


ALUMINUM — The latest archi- 
tectural advances of this new building 
material. 
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BENJAMIN FRANKLIN Betts, A.I.A., Editor 
Ernest EserHARD, Managing Editor 
Ray W. SHERMAN, Editorial Director 


In This 
Cover, a water color by Andre Smith 
Architects Should Sign Their Buildings 
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Philadelphia Exhibited Architecture to 15,000 People 
SD CR EE 
Beaux Arts Studio Apartments, New York; Designed, Financed and 
Built by Architects 
By Hommes BE. Marchsaow. «ccc ccc ccccsascsceccccscce 
A New Formula That Tells How Much Insulation to Use 
i i re ce iaracee chen deb een Kew nesiaeeeaeas we 
The Gentle Art of Handling a Building Committee 
ie as acct Vee kd sneered niuhes daar mnwenas 
Winning Exhibits in the Exposition of the Architectural League of 
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Looking Back on Fifty Years of Architecture 
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Sketches by B. Proctor, W. Ward, Louis W. Ballou, W. H. Adams, 
W. C. Douglas and C. E. Peterson 
We Need New Materials 
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Planned to Make Newspaper Work Easy: The Detroit Times Building 
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A New and Improved 
SJacketed HBotler 


T has always been a Heggie-Simplex policy 

to adopt new features as soon as they have 
been proved distinct advancements over the 
old. And now, Heggie-Simplex announces 
important improvements in its jacketed line 
of boilers. 

The new design of the jacket makes this one- 
piece steel boiler the simplest of all jacketed 
boilers to install. The boiler itself is made to 
templates with every flanged opening located 
with jigs. The jacket is die-cut so that abso- 
lute accuracy of fit is assured. The insulation 
of mineral wool is already in place as a lining 
to the jacket. No separate handling, fitting 
or trimming is required. 

The finish is of the same smart, yet prac- 
tical dust-concealing French Grey that made 
the first Heggie-Simplex Jacketed Boiler so 
popular with women. In these new boilers, 
however, by a special enameling process, the 
finish is even more lustrous, beautiful and 
durable. Trimmings are jet black. 


The boiler itself, built of steel, fused by 
electric welding into one seamless crack-proof 
unit, incorporates the same principles of oper- 
ationas the previous Heggie-Simplex Jacketed 
model. An extra large firebox, large heating 
surface, tubular flues and unrestricted water 
circulation assure a degree of efficiency which 
only the owners of large buildings, using large 
steel boilers, could heretofore obtain. The 
boiler is readily adaptable to use with any 
fuel—coal, coke, gas, oil—and to hand or 
automatic firing. 


For full particulars write Heggie-Simplex Boiler Co., 
Joliet, Ill. Representatives in principal cities 
—telephone and address listed under 
**Heggie-Simplex Boilers.”’ 








- 


\ 


The improvements now incorpo- 
rated in Heggie-Simplex Jacketed 
Boilers represent the experience 
of thirty-eight years of boiler 
engineering. They anticipate the 
practical requirements which 
architects, heating engineers and 
owners will demand of jacketed 
boilers in the future. 


HEGGIE’SIMPLEX 


STEEE HEATING BOILERS 
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| ARCHITECTS 
Should SIGN their Buildings 


By Benjamin F. Betts 


practice of architects permanently placing their names on buildings 

which they have designed. In a few instances architects have taken 
advantage of this opportunity to identify themselves. with their accomplish- 
ments. It is unfortunate that this practice has not become a well established 
custom by the profession. 


. OME years ago the American Institute of Architects approved the 


: The signing of creative work by its originator is not without prece- 
dent. Sculptors, painters, musicians, authors, manufacturers and others 

have recognized the value of identifying their names with their products. 
Michelangelo, Rodin, Leonardo da Vinci, Corot, Beethoven, Mozart, Va- 


sari, Shakespeare and other illustrious names are well established with their 
achievements in the creative field of which they were a part. 





ODAY, Cadillac, Gorham, Carnegie, Corona, Heinz, Wrigley, are 
: standards by which others are judged. These names have been closely 
identified with their products and have become established in the minds of 
individuals as a guarantee of quality and dependability. The name of 
Packard is sufficient to eliminate further investigation of the quality of 
: this particular automobile. No one questions the quality of a diamond 
with Tiffany on the case. Names such as these, in time, are looked upon 
and accepted by the public as a protective trade-mark. 

: So great has the influence of a signature become that the attaching of 
| even an unknown name to a product has its value, for the purchaser senses 





: that its maker thinks well enough of the product to want to be identified 

; with it. In time the name becomes synonymous with a definite quality. A 

name attached to a product has a further value in that it is eventually 
more or less an inseparable part of an industry or an art. 


HEN architects do not sign their buildings they are wasting an op- 
portunity for thoroughly establishing their own names and also an 
appreciation of architecture in the public mind. The signing of buildings 
by architects might one day lead to public acceptance of such signatures as 
evidence that the structure is correct in design, well built, and properly 
planned. It would then have a commercial value and it would all help 
: the cause of architecture. 
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THE NEWSPAPERS reached 
“The Man in the Street” 


eThe press of Philadelphia, both before and 
during the exhibition, gave it adequate support. 
This fact demonstrates that effective local pub- 
licity can be obtained by the profession for 
meritorious public service when the newspapers 
recognize that the public 1s interested. Reports 
indicate that the traveling exhibition is being 
given generous space in the local newspapers 
of those cities in which it has been shown. 


The American Architect will continue to present the 
methods by which the public is being reached by archi- 
tectural organizations in various parts of the United States. 
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PHILADELPHIA 
EXHIBITED 


 eclitierture 


TO 


15,000 
PEOPLE 


Department store location 


proves that public will visit ex- 
hibitions that are easy to reach 


Based on an interview with 


D. KNICKERBACKER BOYD 
By Benjamin F. Betts 


patronize an architectural exhibition if held in a 

location that is easily accessible and in a place where 
people are accustomed to go. These are facts that were 
demonstrated by the Thirty-Second Annual Joint Archi- 
tectural Exhibition of the Philadelphia Chapter of the 
American Institute of Architects and the T-Square Club 
of Philadelphia, Pa., which was held in the John Wana- 
maker department store. 

Former exhibitions of these organizations have been 
held under conditions that required the public to make 
an effort to go out of its way to view them, with the 
result that such exhibitions attracted an attendance of 
possibly three or four hundred persons who were par- 
ticularly interested in architecture. The recent exhibi- 
tion was taken to a place ordinarily visited by the public 
and therefore attracted its attention. This idea was 
timely, for there is plenty of evidence that the public’s 
interest in architecture is growing. This interest must be 
fostered and encouraged by the architectural profession. 

There is no way of knowing how many persons viewed 
the architectural display in the street level show windows. 
It is known that during all hours of the day throngs of 
people three to five deep crowded around these particu- 
lar windows. It is also known that fifteen thousand 
persons, or an average of almost a thousand a day, 
visited the exhibition in the Art Gallery on the seventh 
floor of the store—fifteen thousand persons who carried 


rat public is interested in architecture. It will 
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THE EXHIBITION was located on the seventh floor of the Wanamaker 
The main gallery shown above was devoted to public 
and semi-public work. On the opposite side were the entrances to sections 
containing exhibits of domestic and landscape work, ecclesiastical, commer- 
cial and industrial work. The entrance to the domestic work section was 
through a doorway shown at the right below, removed from a Philadelphia 
house and loaned to the exhibition by officials of the Philadelphia Art Museum 


Department Store. 


away at least a better appreciation of architecture and 
the work of architecture—fifteen thousand people who 
were more likely to use the services of an architect than 
they were before. 

By request, the time of the exhibition was extended 
from two weeks to three weeks. By arrangement with 
the Committee on Education of the Philadelphia Chap- 
ter and the Board of Education of the City of Phila- 
delphia, a special selection of exhibits was started on a 
tour of the Senior High Schools in the city. The exhi- 
bition was thus placed before large groups that should 
be benefited now and become future clients of architects. 
By request of the Southern Pennsylvania Chapter of the 
Institute, a portion of the 
exhibition was sent to the 
Public Library in Harris- 
burg. By arrangement with 
the Committee on Public In- 
formation of the Philadel- 
phia Chapter and the Amer- 
ican Federation of Arts, a 


D. KNICKERBACKER 
BOYD, F. A. I. A. 


Chairman of the Commit- 

tee on Public Information 

of the Philadelphia Chap- 

ter and Managing Director 
of the Exhibition 
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special traveling 
exhibition, spon- 
sored by the Fed- 
eration, is being 
shown in numer- 
ous localities 
throughout the 
United States. 
This joint exhibi- 
tion thus became 
more than local, 
its influence is 
radiating through- 
out the country. 

Newspaper publicity given this exhibition both before 
and during its showing not only induced many to attend, 
but also directed the attention of many persons to archi- 
tecture, who did not visit the exhibition. The extent to 
which the daily and Sunday press cooperated indicates 
that editorial support will readily be given meritorious 
public service of the architectural profession as a group. 
Reports also indicate that the traveling exhibition is 
being given reasonable editorial comment in all localities 
where it has thus far been held. 

So far as can be determined this is the first important 
architectural exhibition ever held in a department store. 
The success of the venture demonstrates that an archi- 
tectural exhibition can be (Continued on page 68) 
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New equipment and unusual plans developed 
for the Beaux-Arts studio apartments, New York 





BUILT by A 


DESIGNED, FINANC 


FD and 
RCHITECTS 





By Kenneth M. Murchison, F.A.1.A. 


HE new Beaux-Arts Apartments facing each other 

on East Forty-fourth Street in New York City ex- 

emplify many new ideas—ideas in financing, ideas 
in planning, ideas in designing. A group of architects 
built these structures for themselves, buying the property 
and acting as owners throughout. 

The inception of the project lay in the removal of the 
Beaux-Arts Institute of Design from its former loca- 
tion in East Seventy-fifth Street to somewhere nearer 
the architects’ and draftsmen’s zone of activity. Ray- 
mond M. Hood and the writer were commissioned by 
the Beaux-Arts Institute to find a new site, low in price 
and convenient in location, so we browsed around 
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through the tenement house areas in the East Forties 
until we found what we considered the ideal site, at 
304 and 306 East Forty-fourth Street. Then, casting 
our weather eye around in that appraising-like way 
architects boast of, we woke up to the fact that here 
was an opportunity of surrounding the Beaux-Arts In- 
stitute of Design with a group of studio buildings, thus 
creating a mid-town artistic center. 

But who would finance it, was the next question. 
“Here,” we said, “is a chance for the architects to go 
into a deal as owners and work for themselves for a 
change! Why not try it?” 

So we gathered a crew of big-timers together at 
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Above: main entrance by day 
Below: detail of upper stories showing 
how the set backs have been utilized 
to afford balconies that add to the de- 
sirability of many apartments 


Above: night view of the entrance to the 
Beaux-Arts studio apartment house . 

Below: general view looking east. Black 
and salmon colored brick combine into 
contrasting bands. The firm of Kenneth 
M. Murchison, and Raymond Hood, 
Godley & Fouilhoux, associated architects 
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Above: looking toward one of the dining 
rooms. Grill above the doorway is of white 


metal. At right: front entrance doors as 
viewed from the lobby; white metal, brass 
and metal painted red were combined ef- 
fectively. Walls are of a black-brown im- 
ported glass divided by aluminum strips 


lunch one day and propounded the question of being 
owners instead of just plain simple agents. The crew 
waxed enthusiastic. They all went in. We joined 
hands with the George A. Fuller Company and bought 
the property we wanted, one hundred fifty-eight feet on 
the north side of Forty-fourth Street and one hundred 
seventy-five feet on the south side, between First and 
Second Avenues. 


E then incorporated ourselves as the Beaux-Arts 
Development Corporation and Hood and the writer 
started on preliminary plans for the buildings. Every- 
one agreed that a purely “studio building” was too much 
of a risk in that locality but felt that a sure-fire winner 
would be two great caravansaries made up mostly of 
one-room apartments, with serving pantries and a res- 
taurant on the ground floor and room service upstairs. 
We bowed to our artistic urge by having double-height 
studios on two of the upper floors only. We call every 
room in the buildings “studios,” however, because under 
that name they seem to rent faster. “Drop in to my 
studio,” sounds better than, “Have you seen my flat?” 
Then the next burning question was the financing of 
it. Should it be done by a mortgage or a bond issue or 
what? Negotiations were begun with the National City 
Bank and their wizards of finance evolved a new scheme 
of financing, one in which there is no mortgage what- 
soever, one in which it is practically impossible for the 
participants to be wiped out by a foreclosure. 

This financing has been explained in magazine articles 
during the past year but a brief resume might not be 
amiss here: 

Say the cost of the whole deal would be $5,000,000.00 
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e The Beaux-Arts studio apartment buildings 
won the third annual award for apartment 
houses offered by Building Investment Maga- 


sme. They present sixty per cent more glass in 
the front facades than 1s generally found in such 
structures and make use of lavatories, electric 
refrigerators and other equipment specially de- 
signed by the architects and manufactured in 
accordance with their specifications. 


First Preferred stock was issued to the 


Se a re 3,750,000.00 
and sold by the Bank. 

Second Preferred stock was issued for 

the remaining 25% or............... 1,250,000.00 
Common Stock was issued to the First 

Preferred on a ratio of 1 to 1 or 37,500 shares 
And to the Second Preferred on a 

NP OG Sok cn tevns cds sass 37,500 shares 
And the Bank’s Management Com- 
Ee ee eee eT 18,750 shares 
a Pr ere Teer Tree e 93,750 shares 


As to income: all maintenance costs, including taxes 
and interest and operating. are paid first; then 6% in- 
terest is paid on the First Preferred; then 6% interest 
on the Second Preferred. The balance is used for the 
amortization of the two preferred stocks, 75% to the 
First and 25% to the Second. 

When the First is reduced one-third, thus making it 
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Corner windows have _ proven 

popular. Vertical members of 

these windows have been minim- 

ized to avoid obscuring the view. 

The decorative treatment of these 

windows is similar to that of the 
ordinary type 





Living rooms on some floors are 
nearly a story and a half high. In 
the room shown above the en- 
trance to the apartment is at the 
balcony level. The serving pantry, 
bath room and bed rooms are on 
the same level as the entrance 


The floor plans of the Beaux Arts 
Studio apartments are interesting 
because of the variety of apart- 
ments that have been provided. 
Apartments vary in size from one 
to three rooms. No bath room 
opens directly from a living room. 
Each apartment is provided with 
a serving pantry and many have a 
wood burning fireplace 
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Story-and-a-half liv- 
ing room in_ the 
Beaux-Arts apart- 
ments which shows 
the unconventional 
handling typical of 
many of the rooms. 
No attempt has been 
made to conceal off- 
sets, jogs and angles 
by furring 





The lavatory was 
designed by Kenneth 
Murchison as a 
space-saving unit. It 
has a narrow rim 
with dimensions from 
front to back that 
are less than usual 





at that point represent 50% of the total cost of the 
project, its amortization ceases on the theory that it 
might be easily converted into a mortgage if money con- 
ditions justified it. This should happen in about seven 
years after completion, if things go well. 


At the end of about ten years the Second Preferred 
should be entirely amortized and then the common 
begins to earn from three to five dollars a share. So, ina 
way, you have your cake back and are still eating it. 
It is a safe and sane way of financing, perhaps a bit 
more expensive to the owners than an ordinary mortgage 
but at the same time requiring less cash at the outset. 
The old rookeries on the site were torn down last 
March and the buildings were ready for occupancy Janu- 
ary first of this year. 

This was somewhat of a speed record as the work 
of the mechanical trades was complicated and the set- 
backs and staggered floors were enough to drive a strong 
man to utter despair. 

The lower twelve stories are what is known in the 
trade as “one-roomers.” They consist of a room twen- 
ty-two by thirteen feet with metal casement windows 
occupying the entire street end of the room, and with a 
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A one room apart- 
ment. The doors of 
the doorbed, shown 
at the right of the 
room, slide on a 
track notched to take 
the down-swung bed 
supports, thus per- 
mutting the doors to 
be closed when the 
bed is in use 


Service pantries have 
a_ refrigerator de- 
signed by the archi- 
tects and are pro- 
vided with an un- 
usual amount of 
working space for a 
unit of this type 





foyer opening from the corridor. Off this corridor is 
the bath (never off the room itself.) Also off the foyer 
is a coat closet, a pantry and a dress closet almost as 
big as the bath. Inside the room is a closet with shelves 
from floor to ceiling, for artist’s materials . . . or per- 
haps bottles, who knows? .. . And a closet with sliding 
doors behind which are concealed two disappearing beds, 
or, as they were called in “The New Yorker,” “Flop- 
downs.” 

So you see, there you have the entire apartment for 
one or two persons of economical and perhaps cozy 
habits. When the sliding doors are shut, where is the 
bedroom? It’s not there, that’s all. The beds are stand- 
ing comfortably on their heads, with plenty of ventila- 
tion; the clothes and the shoes and the hats and the 
lingerie are all in the big dress closet and the whole ship 
is trim and snug. 

The beds, when down, are all the way out of the 
closets and when the doors are slid shut behind them, 
there is an air space of seventeen inches between you 
and your neighbor as a sound-or snore-protector. On 
the other side of the room the single partition is sound- 
proofed by an air space with the walls resting on a 
thick sound-absorbing material (Continued on page 76) 
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@ The American Society of Heating and Ventilating 
Engineers receives more inquiries about insulation than 
any other subject. So Mr. Close made an extensive 
investigation to determine facts that would reduce the 
subject of insulation to a formula. It is the first insula- 


tion formula to be developed and is presented here. 


RCHITECTS are frequently called upon to select 
the proper thickness of insulation for the walls 
and roof of a building. But judging from the 

many types and thicknesses of insulations being used, 
even under apparently similar conditions, opinions differ 
widely on this question. 

The exploitation by manufacturers of certain vaguely 
defined insulation principles probably is one of the 
reasons for the 57 varieties and thicknesses of materials 
being used. But aside from this influence it seems that 
there has never been established a simple rule or formula 
for determining the proper thickness of building insu- 
lation to use, and in most cases the selection has been 
purely arbitrary. 

The insulations now on the market generally are 
classified as fills, cork board flexible, and rigid or board 
insulations. These materials have various unit effi- 
ciencies and range in commercial thickness from a 
fraction of an inch to several inches; they vary in cost 
from about 4 cents per inch to 15 cents per inch of 
thickness per square foot installed. It would be dif- 
ficult in most cases to decide which type of insulating 
material is best adapted to a given kind of construction 
when considered solely from the standpoint of insula- 
tion, but it is a comparatively simple matter to deter- 
mine the proper thickness of insulation to use for any 
specified set of conditions. 
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FORMULA THAT TELLS 


sulation 
to Use 


by PAUL D. CLOSE 


Technical Secretary, American Society 
of Heating and Ventilating Engineers 


Obviously, the proper economic thickness of insula- 
tion depends on many factors. Maine requires more 
insulation than Missouri. More insulation is usually 
desirable in a gas heated house than one heated with coal 
or any other less expensive fuel, whereas a wall of low 
heat resistance requires more insulation to obtain the 
proper economic balance than a wall of relatively high 
heat resistance. The cost of the insulation also has an 
important bearing on the thickness required, for it is 
obvious that if the cost is too high, additional fuel will 
be cheaper than insulation. Competitive conditions, 
however, control the latter condition to some extent, for 
to be salable the ratio of cost of the insulation to the 
efficiency must of necessity be within certain limits. It 
is apparent, therefore, that the intelligent selection of 
an insulation material depends on factors which include 
geographical location, kind and cost of fuel burned, 
type of heating system, wall construction, and insula- 
tion cost and efficiency. 

The return on the investment for a given thickness 
of insulation is equal to the monetary value of the fuel 
and other tangible savings derived from the insulation, 
divided by the cost of the insulation. If the desired 
return on the investment is assumed, the problem can 
be reversed and the thickness of insulation required to 
give this return can be readily calculated. Thus, to 
solve a problem, it is only necessary to decide upon a 
minimum reasonable return on the investment, and to 
substitute in a simple formula the proper values for the 
conditions involved. 

The following formula (1) has been developed by 
the author on this basis for determining the correct 
thickness of insulation: 

k 
y= AU —— 
U 
where 
y = thickness of insulation required in inches 
U=coefficient of transmission for uninsulated con- 
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FIGURE 1: Relation between cost of coal and thick- 
ness of insulation required. 


Based on the following conditions: Location: 
Chicago. Walls: 8 in. brick, furring, metal 
lath and 3% in. plaster. Cost of insulation 
installed: 10c per sq. ft. per 1 in, thickness. 
Conductivity of insulations 0.33 B.T.U. per 
hour per square foot per degree Fahrenheit 
per 1 in. thickness. Return, 20 per cent. 


struction, B.T.U. per hour per square foot per 
degree Fahrenheit difference in temperature 

& — conductivity of insulation in B.T.U. per hour 
per square foot per degree Fahrenheit per inch 
thickness 


4.2 pd c x (t —t,) 





A =a constant, which for coal is = 
rz 
where 

¢ = cost of coal per ton, dollars 

t = average inside temperature, degrees Fahrenheit 

t,—=average temperature during the heating season, 
degrees Fahrenheit (see Table on page 100) 

r=return on investment, percent 

==cost of insulation installed per square foot per 
inch thickness, in cents 


A PRACTICAL application will illustrate the use of 
formula (1). Assume that the walls of a residence 

to be constructed in Chicago are to be 8 in. solid brick, 
with plaster on metal lath for interior finish. A coal 
fired heating system is to be installed, and the cost of 
the coal in this instance is $12.00 per ton. If an insula- 
tion having a conductivity of 0.33 B.T.U. per hour per 
square foot per degree Fahrenheit per inch thickness is 
contemplated, what thickness will be required if the cost 
of this insulation per square foot installed is 10c per 
inch of thickness, assuming that a minimum return of 
20 per cent on the investment is desired. 

In this case, U 0.261, k =0.33, t = 70, 
¢ = 12, s = 10 and r= 20. 

Substituting these values in the formula: 


4.2 12 % (70 — 36) 


ta = 36, 








A= = 8.57, and 
20 « 10 
0.33 
y = 8.57 & 0.261 — ——— = 0.98 in. 
0.261 


The nearest commercial thickness to the theoretical 
thickness required would, of course, be selected and in 
this case it would probably be either % in. or 1 in. 
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FIGURE 2: Relation between cost of insulation and 
thickness of insulation required. 


Based on the following conditions: Location: 
Chicago. Walls: 8 in. brick, furring, metal 
cath and ¥% in. plaster. Coal: $12.00 per ton. 
Conductivity of insulation: 0.33 B.T.U. per 
hour per sq. ft. per degree Fahrenheit per inch 
thickness. Return on investment: 20 per cent. 





FIGURE 5: Relation between coefficient of trans- 
mission of wall and thickness of insulation required. 


Based on the following conditions: Location: 
Chicago. Cost of insulation installed: 10c per 
square foot per 1 in. thickness. Conductivity 
of insulation: 0.33 B.T.U. per hour per 
square foot per degree Fahrenheit per inch 
thickness. Coal: $12.00 per ton. Return on 
investment: 20 per cent. 


Many useful deductions can be made from Formula 
(1). It is interesting to note the variation in the thick- 
ness of insulation required with the variations in the 
various factors entering into the problem. Figs. 1 to 6, 
inclusive, show the relation between the thickness of 
insulation required and each of the variables which gov- 
ern the thickness for the assumptions used in the 
problem cited. In other words, each figure shows the 
increase or decrease in the thickness of insulation re- 
quired with the corresponding increase or decrease in 
one of the factors involved, when the others remain 
constant. For example, Fig. 1 shows the variation with 
the cost of coal. With coal at $12.00 per ton, the thick- 
ness of insulation required is approximately 1 in. as 
previously stated, whereas if coal can be purchased for 
$6.77 per ton, it would not pay to install the insulation 
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FIGURE 3: Relation between return on investment 
and thickness of insulation required. 


Based on the following conditions: Location: 
Chicago. Walls: 8 in. brick, furring, metal 
lath and % in. plaster. Coal: $12.00 per ton. 
Cost of insulation installed: 10c. per sq. 
ft. per 1 in. thickness. Conductivity of insu- 
lation: 0.33 B.T.U. per hour per square 
foot per degree Fahrenheit per inch thickness. 





FIGURE 6: Relation between conductivity of 
insulation and thickness of insulation required. 


Based on the following conditions: Location: 
Chicago. Walls: 8 in. brick, furring, metal 
lath and 3% in. plaster. Coal: $12.00 per ton. 
Cost of insulation installed: 10c per square 
ft. per 1 in. thickness. Return: 20 per cent. 


for the conditions involved because the thickness indi- 
cated by Fig, 1 is 0 in. On the other hand, according to 
Fig. 1, if coal should cost $20.00 per ton, the thickness 
of insulation required would be about 2% in. if figured 
on the foregoing basis. This seems to be entirely logical 
because it is obvious that the more costly the fuel the 
greater the thickness of insulation required, whereas if 
coal is cheap enough, no insulation is required. It should 
be emphasized that Fig. 1 applies only to the specific 
conditions involved and although the curve would be 
of the same general character for other conditions, it 
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FIGURE 4: Relation between average outside tem- 
perature (Fah.) and thickness of insulation required. 


Based on the following conditions: Walls: 8 
in. brick, furring, metal lath and % in. plaster. 
Coal: $12.00 per ton. Cost of insulation in- 
stalled: 10c per square foot per 1 in. thickness. 
Conductivity of insulation: 0.33 B.T.U. per 
hour per sq. ft. per degree Fahrenheit per inch 
thickness. Return on investment: 20 per cent. 


would be higher or lower on the chart. Incidentally, coal 
at $20.00 per ton is approximately the same as manu- 
factured gas at 65 cents per 1000 cu. ft., taking efficien- 
cies of combustion into consideration. 

The variation in the cost of the insulation also has a 
decided effect upon the thickness required. The varia- 
tion in the thickness of insulation required according to 
the cost per inch per square foot is shown by Fig. 2. 
This chart is based on the same assumptions as pre- 
viously used, excepting that the cost of the insulation 
is considered as a variable instead of 10c. If the in- 
sulation costs 10c per square foot per inch, the thick- 
ness should be approximately 1 in., but if the product 
contemplated costs only 4%4c per square foot per inch 
installed, then 4 in. should be used, as indicated by 
Fig. 2. If, however, the cost is 17.8c or more per 
square foot, then no insulation should be used, as a 
zero thickness is indicated by the chart. 


T should be remembered that in solving a case for the 

value of y by means of the formula, the value of z 
(the cost of the insulation) used in this formula should 
be based on a 1 in. thickness installed, regardless of the 
thickness actually installed. Of course, the installed 
cost of some insulations varies with the thickness in- 
volved, and hence it would be difficult to ascertain what 
thickness to use for the value of < in solving a problem 
by means of the formula. In this case, it is necessary 
to adopt a “cut and try” process by first using the cost 
per inch for some common thickness of the insulation, 
and then using the thickness obtained from the formula 
by this procedure as the basis for estimating the cost 
per inch to obtain the final value of y. 

Fig. 3 indicates that the return on the investment in- 
creases as the thickness of insulation decreases. For 
the conditions upon which this chart is based, the re- 
turn is 20 per cent for 1 in. of insulation. On the other 
hand, if a return of 10 per (Continued on page 98) 
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BUILDING program is not generally heard of 
until after the building committee has been se- 
lected, when they get together and usually formu- 


A 


late a somewhat rough idea of what they want; they 


then consider calling in an architect. Having had little 
if any experience with the profession, they generally be- 
gin by putting architects on the same plane of competi- 
tion as material salesmen. It often takes a little time 
before the committee realizes that he is not in that class 
and that he will not submit sketches or plans in a 
haphazard fashion, thanks to the American Institute of 
Architects. Nearly always, the committee finds that 
competitors refuse to make sketches unless no one else 
is doing so. So the committee discusses the question of 
holding a competition at some length, but it usually 
works out that one architect comes in line for the work 
and all finally agree that he is the one who should be 
given the commission. 

The architect selected finds his work cut out for a 
while, as the various members of the committee have set 
and differing ideas on the solution of the problem. It 
is here that the architect must assume leadership, for the 
harmony of future relations depends on the respect 
which he is able to command from the various members 
of the committee by use of words and well chosen ex- 
amples to illustrate his points. This harmony is essen- 
tial to secure a good working foundation for future 
pleasant relations and is a most important thing to con- 
sider in handling a committee of any sort. 

During these important early meetings many members 
fire questions at the architect. Usually one will find that 
there are smart men on these committees. They soon 
come to understand the importance of the work and in 
time will aid the architect a great deal, as they can learn 
fast and will often surprise the designer with their 
knowledge of design, materials and construction. It 
must be remembered that a building is the result of the 
combined efforts of the owners and the architect and 
we find that owners take a very studious part in the 
work to be performed. 

It is often necessary for the architect to answer one 
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THE GENTLE ART OF 


Handling a Building 


Committee 


By 
SURMANN, 


Birmingham, 


Architect 
Ala. 


question asked by a member of the committee and at 
the same time listen to several other entirely different 
questions, answering them satisfactorily in due course 
of time. 

Each problem is different and each committee or each 
member of the committee must be studied. [ have known 
the time when I had so many committee members to list 
and study that I had a special book with their names, 
which required hours of thought, in order to be able to 
call them by name at the meetings. I remember that 
when on the train or in the hotel I would study this list 
to be able to greet at least half of them correctly. 

It is necessary to gain the full confidence of every 
member of the committee, which is difficult until you 
have piled so much before them that they finally give up, 
realizing the magnitude of the work and are at last con- 
vinced that their architect knows his business and then 
leave it all to him. 


ON one of my church jobs, a member of the com- 

mittee owned stock in a concern that manufactured 
red brick. I wanted gray brick to be used, and finally had 
to write a letter to the committee in such a way as to 
make them accept my decision. This letter is printed 
below as written: 

“In order to eliminate the use of red brick on your 
church, I am writing this letter which may be taken 
somewhat humorously, but is offered in good faith, as I 
am very sincere in this apparently small detail. Of 
course, the selection of brick or colors is entirely up to 
you, as the owners, but these recommendations are com- 
plying with duties for which I am engaged. 

“The brick proposed is certainly suitable for a great 
many buildings, but in my opinion not a church build- 
ing. Theatres or places of amusement can well use 
colors but it seems more appropriate to use a more som- 
bre and plain facing in this instance. 

“Also the Gothic style of building should require soft 
tones, and let me add at this time that plainness and sim- 
plicity does not mean severity. 

“Red is particularly adaptable to some purposes, and 
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TO INFLUENCE A COMMITTEE 
be able to call him by name . . .. Q. 


training and business-like handling of previous commissions 






1... Study each individual and 


Establish confidence by proving scholastic 
3. . Then assume 


leadership on the proven basis of knowing more about the proper solution of the problem 
than any one else concerned with it 


we know of its necessity or use by matadors to excite 
and anger the beast in bull fights. Cleopatra also wore 
red to excite the passions of her ardent lovers, and also 
one other individual always wears red. This individual 
is our arch enemy and the enemy of the church. It may 
be practicable to fight the devil with fire, but I do not 
suggest the use of any shade in a church building which 
may be worn by Mephistopheles. 

“While the selection of brick for your building is not 
a gigantic problem I feel as if the points brought out 
above are very practicable.” 

The gray brick won out, but it should not have been 
necessary to spend this much time to secure it. 

Let me relate another instance in the case of a large 
building for which a well-known architect was engaged. 
Since it involves the same material it is well to relate 
that the excellent salesman for a brick company here 
tried to find the architect on one of his visits but failed 
to do so because the architect was at a cheap hotel instead 
of one of the best. 

However, at the last minute the salesman found that 
the architect had just left for Chicago and, running to 
the station, purchased a ticket to a one hundred mile 
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point and met the well-known architect on the train. 

The architect, being a big man and the salesman like- 
wise, the samples were approved enroute but the com- 
petitors worked politics in the home town of the owner 
and sent representatives of the Chamber of Commerce 
to persuade the owner to use their material. The owner 
wired that he had engaged his architect for this serv- 
ice and it was entirely up to him since he was paid for 
this work. The result was that the building was built of 
brick in keeping with the design of the building. 

I am relating this story only to show that in the large 
work where big men are concerned they leave these prob- 
lems to their agents and secure better results in the end. 


VERY architect knows, however, that this ideal con- 
dition does not always prevail and that he is cramped 
by his committee or owner. I hope that the inci- 
dents described above will encourage the average 
architect to influence his clients or committees to leave 
these problems to his selection. This is all part of the 
relationship between the architect and owner and is all 
part of the luck or art in securing commissions or jobs. 
But to come back to (Continued on page 70) 
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ARIAN COFFIN 

was awarded the Gold 
Medal of Honor in Land- 
scape Architecture for her 
design of the estates of 
Mr. and Mrs. Edgar Bas- 
sick and of Mr. and Mrs. 
T. Morgan Wing, together 
with other meritorious 
work. At the right is a 
view over the small lake 
and peninsula of the large 
lake and dam on the Wing 
estate at Millbrook, N. Y. 





AMEMYA 


GIVEN AT THE 45th 
ANNUAL EXHIBITION 
OF THE 


ARCHITECTURAL 
LEAGUE 
of NEW YOR K 


WO HUNDRED AND FIFTY architects, artists, 

sculptors and craftsmen were represented by about 

fifteen hundred exhibits in the forty-fifth annual ex- 
hibition of the Architectural League of New York, on 
view at the galleries of the American Fine Arts Society, 
215 West 57th Street, from February 1 to March 2. 
Awards included the Michael Friedsam medal given to 
Richard F. Bach for his creative service in establishing 
cooperation between industry and art. 

Raymond Hood, president of the League, opened the 
private showing by declaring that such exhibits are pre- 
ventives of inflated egos. “Nailing your work up on 
the wall beside the work of a fellow artist brings a con- 
structive criticism that can be gotten in no other way. 
The danger that we all run, once we quit our studies, is 
of working alone and developing an inflated ego. ‘ 
Even when our buildings are built . . . they often have 
neighbors or surroundings that are bad—so bad that we 
still keep the illusion that we are great masters. But in 
this show, where there is a careful selection, our chance 
of shining at the expense of our neighbors is very small. 

. The painful suspicion that creeps into our minds 
that we are not as good as we thought we were is the 
best thing in the world for our artistic souls and is the 





ALBERT T. STEWART was awarded best incentive there is to make us work harder. The ex- 
the Avery Prize for Small Sculpture position takes us back to our school days; we become one 
for his Bronze, “Leda,” shown above another’s teachers.” 
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HOLABIRD AND ROOT received the Gold Medal of Honor in Architecture for the great distinction and high 
architectural quality which they have achieved in the solution of the American office building. Their work shows 
that they are evolving a treatment of the skyscraper which makes the most of simple masses and avoids mean- 
ingless decoration that distracts from the possibilities of beauty resulting from sheer structural necessity. 
Illustrated above are the Palmolive Building, Chicago, and the Rand Tower, Minneapolis 


BOARDMAN ROBINSON received the Gold Medal of Honor in Decorative Painting for his murals in the Kauf- 
man Store, Pittsburgh, Pa., depicting the history of commerce. One of the series of ten is shown above. It illus- 
trates the sincerity of conception and treatment of a living subject matter which influenced the award 
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AYERS, MURRAY 
AND PHILLIP re- 
ceived honorable mention 
for the excellence of their 
work in the varied fields 
of ecclesiastical, monu- 
mental and domestic archi- 
tecture. . . . At right, 
the Church of the Heaven- 
ly Rest, New York, an 
interior view of which 1s 
shown at the right below. 
Other selections from this 
firm’s exhibit are also 
shown on this page 














HOUSE FOR HAROLD CASTLE, Esq., Honolulu, T. H., 
shown above. . . . Below, House for Charles Adams, 
Esq., Honolulu, T. H. Two selections from the exhibit of 
residences designed by Mayers, Murray and Phillip 





INTERIOR, Church of the Heavenly Rest 


AWARDS 


Architectural League 
of New York 
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ULIUS GREGORY 

received Honorable 
Mention for the distin- 
guished qualities in de- 
sign shown in his resi- 
dential work. At left 
is shown one of his 
exhibits, the House of 
Matthew S. Eyler, 
Scarsdale, N. Y. An- 
other exhibit, the 
House of Louis Wil- 
putte, New Rochelle, 
N. Y., was illustrated 
in full in the December, 
1929, issue of THE 


AMERICAN ARCHITECT 





EET ENTE 








SUZANNE MILLER received Honorable Men- 
tion for her painting, “The Waterfall,’ shown 
above, exhibited with other examples of her work 





D. PUTNAM BRINLEY received Honor- 
able Mention for his mural decoration in 
the Brooklyn Savings Bank, New York, 
“Brooklyn—Past, Present and Future” 





ERNEST BORN was awarded the Birch 








7~ Burdette Long Memorial Prize for Render- 
ing in consideration of his fine drawings, 
sound knowledge of composition and skill in haaoe haat 
‘esentation. At the right is one of his ex- alk tm 
presentation. At the right is one of his ex fy 


hibits, the Ridge Road Bridge, Rochester, y i 
N. Y., Gehron and Ross, architects. An- M\ 
other bridge by Mr. Born formed the sub- 
ject for the cover of the October, 1929, 

issue of THE AMERICAN ARCHITECT ) 
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, IVES lost in recent fires 
Lives Lost From | 


Poor Planning 


emphasize the need for exits 

placed as far as possible from 
each other. Many codes require 
this, but the codes are not always lived up to. Two 
exits adjacent to each other do not, in effect, mean two 
exits but rather one, as was proved in a recent Detroit 
dance hall and restaurant fire, where twenty-five lives 
were lost; two exits were provided, but they were ad- 
jacent. Widely separated exits constitute a primary re- 
quirement in the planning of public buildings and should 
be stringently enforced. Violations should be reported 
and acted upon if future loss of life from lack of proper 
exit facilities is to be prevented. No one can do more, 


in this respect, than the architectural profession. 
them would make the wall 


B of a small bungalow are 
forecast in the announcement of 
the discovery of a new building material at Pennsylvania 
State College. The bricks, manufactured by a new 
process, may be made twenty feet long, five feet wide 
and six to eight inches thick; color, red or buff. The 
material is apparently intended for road building, but 
there is obviously a larger field of usefulness if it proves 
at all practicable for building purposes. 


‘ RICKS so big that one of 
Bricks Twenty 


Feet Long 


vere ; LACING a medicine cabi- 
Medicine Cabinet P net in the kitchen as well 
in Kitchen as in each bathroom is 
the idea of a Philadelphia build- 
ing developer, who' feels that there are sound reasons 
for doing so. In the first place, the average woman 
likes to have a mirror in the kitchen so that she can 
make a quick “fix-up” before answering the doorbell. 
In the second place, first aid measures should be handy 
for burns or scalds incurred while cooking. In the 
third place, when children are hurt while playing, it 
is usually on the first floor or out-of-doors and the first- 
aid kit is particularly convenient in the kitchen. 

Most women seem to like the idea; in the few cases 
where the cabinet is not used for medicines, it comes 
into service for spices and other frequently used small 
containers . . . besides providing the invaluable mirror. 
The idea is sound not only for small houses, but also for 
larger ones where servants are employed. 


, RCHITECTURAL con- 
Information ception is so dependent 
About Contractors upon proper execution that 


a recent circular letter of the 
Christian Herald is worthy of comment. The letter asks 
for the names of contractors with whom architects have 
had satisfactory relations in church building projects in 
order that those who request such names may be given 
reliable information. Such information is of positive 
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It Looks 


value. It would help the profession of architecture in 
general if there were a greater exchange of such in- 
formation, possibly through local A. I. A. chapter head- 
quarters where the experience of individual architects 
might be recorded on various jobs and the ability and 
integrity of the contractor registered according to his 
deserts. The Associated General Contractors of America 
has some such system in regard to credit information 
and satisfactory dealings with contractors. But the av- 
erage architect, dealing with a little known contractor 
just because he happens to be the low bidder, has no 
means of readily knowing whether or not extra inspec- 
tion costs must be charged against the job and the 
owner advised accordingly. The better contractors are 
sincere and earnest in their desire to eliminate irrespons- 
ible bidders and there is every reason to believe that 
their local and national associations would be only too 
glad to cooperate with a committee of architects for the 
gathering of such information. It is to their interest as 
much as it is to that of the architects that ignorant and 
irresponsible bidding be eliminated. 





. IVE floors of garage space 
Garages in F underground is to be a fea- 
Buildings ture of a new building con- 


templated for the “roaring for- 
ties” in New York City, somewhere in the section re- 
cently considered for an opera site. Gossip says that 
a system of sub-surface driveways is planned, which 
will permit deliveries into the basement without block- 
ing the street. Much of this was urged in “The Archi- 
tect Can Help Solve the Parking Problem,” published in 
the November issue of “THE AMERICAN ARCHITECT.” 
Certainly the solution is logical. With parking forbid- 
den, neighborhood garages inconveniently placed and 
antiquated in design, the only apparent solution to the 
parking problem of tenants seems to be garage space 
in the building itself. The trend is in this direction and 
makes an excellent sales point for the renting agent. 


VER eight hundred cities 

have established planning 

commissions and about 
the same number have zoning 
regulations. This is in line with the general apprecia- 
tion of beauty that is spreading through all walks of 
American life. Even the most commercial product can 
be more easily sold if it has beauty of line and harmony 
of color. Of how much greater necessity is the plan- 
ning for beauty in our cities and houses, where it can 
make or mar the pleasure of our lives. An ugly build- 
ing remains an eye-sore for years. On the contrary, 
intelligent remodeling of a single house may raise the 
standard of an entire neighborhood, for people are much 
inclined’ to follow a leader’s footsteps. The sorry part 
of much remodeling, though, is that the new job often 
looks worse than the old. City planning and moderniza- 
tion certainly can not get very far without the architect. 


City Planning 
and Modernizing 
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AST month an editorial in 

THE AMERICAN ARCHITECT 

stated, “Although Mr. Smith’s 
building with its proposed 
mooring mast for Zeppelins so far holds publicity 
honors, there is no telling what the newly announced 
building (Hippodrome Towers) will play ... perhaps 
a roof top with airplane hangars.” Now comes the an- 
nouncement that Los Angeles is in the limelight with 
this very thing, for a twelve story building is to be 
erected there with a landing field on the roof. Con- 
struction will be similar to that of the landing decks 
on aircraft carriers. The building will be 152 x 965 feet 
and is estimated to cost $11,500,000. Well, what next? 


tO 


Landing Field on 
Skyscraper Roof 


NOVEL way of working 

out the construction prob- 

lem involved in stock plan 
houses has been evolved by the 
Mansionette Corporation, Chicago. This company has 
developed stock plans of some two hundred houses of 
various types, sells them to the consumer at a completed 
contract price, buys most of its materials from local 
material dealers, uses local labor, and engages a local 
registered architect to supervise the construction. The 
houses range in cost from $5,000 to $25,000. The in- 
teresting part about the idea is the engaging of a local 
architect to see that the job is done right and that it is 
completed according to plans and specifications. Much 
as the profession may dislike to see stock plan houses 
erected, the fact yet remains that the public is not edu- 
cated as to the value of architectural service and is not 
inclined to patronize an architect for small work. In- 
stead, it will patronize a speculative builder who makes 
it easy to buy and hides his profit in the price instead 
of as a separate item. Few people recognize that an 
architect can generally design a more salable house at a 
lower cost for the value delivered. Companies such as 
the Mansionette Corporation, by engaging local archi- 
tectural service for supervision, may well do more good 
than harm to the profession in the long run. For if 
what the public considers to be a big, powerful organiza- 
tion finds it worth while to add local architectural service 
to the package it has for sale, is not the logical result, 
an increased local respect for the architect? 


Supervision for 
Stock Plan Houses 


; EW YORK may be con- 
Apologize sidered cold and un- 
for Noise friendly, but two exam- 


ples of construction courtesy in- 
dicate that, under its hard-boiled exterior, the city has 
much of the humanness of the small town. There is 
the inevitable noise of apartment building on Gramercy 
Park North. Alongside the excavation is a sign, “Our 
Sincere Apologies to Our Neighbors for the Unavoid- 
able Annoyance This Hammering Must Occasion.” In- 
vestigation showed that the considerate builder was 
Clement E. Merowit. Rivaling this courtesy was that 
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ditors - - 


of Harry Ward, president of the Irving Trust Com- 
pany, who sent engraved apologies to neighbors asking 
their indulgence while the fifty-four stories of the com- 
pany’s new building were being riveted. 


LECTRIC welding of skele- 
But Why ton steel is an answer 
Noise 2 to the construction noise 


problem and building code fram- 
ers are giving it serious consideration. An impetus to 
this construction aid may result, according to the 
recent announcement of the Austin Company, engineers 
and builders, that their clients will be offered a choice 
between welding or riveting. That a firm such as this 
should offer electric welding as a part of its regular 
service is good news to those who would see the con- 
struction din minimized. We have enough noise to 
contend with as it is. 


OSTON will have its first 
Two Skyscrapers RB electrically welded building, 
Electric Welded a fourteen story structure 

at 180 Tremont Street for the 
Boston Edison Company, Bigelow, Wadsworth, Hub- 
bard & Smith, architects. Los Angeles will have a 
thirteen story electrically welded building, that of the 
Southern California Edison Company, Allison & Alli- 
son, architects. Appearances seem to indicate that the 
use of electric welding is on the up-grade; especially 
since General Electric engineers say that progress has 
now reached a point where it is sometimes cheaper to 
use welding than riveting. 


LATE that carries a guar- 
Slate Now antee covering the modulus 
Guaranteed of rupture, porosity, thick- 


ness and freedom from longi- 
tudinal curvature is being marketed by the Pennsylvania 
Slate Institute. Each carload is accompanied by a 
definite “certificate guarantee” covering the above points. 
The move is one thoroughly in line with modern mar- 
keting conditions, which demand that the buyer shall be 
given proof of quality delivered. Manufacturers of other 
products which have not yet adopted specifications and 
guarantees of quality would do well to follow suit. 


; : DUCATION of private 
Public Education i citizens and the general pub- 
on Architecture lic as regards architecture is 

eclared necessary by Thomas 
Adams, director of the Regional Plan of New York 
City. He states that responsive architectural desires on 
the part of the people would achieve more than “any 
attempt to exercise control from above.” Public opinion, 
properly directed, can work wonders in improving the 
standard of architecture throughout the country. Once 
let the public know what an architect really is and what 
he can accomplish . . . and the public will do the rest. 
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In 1889 C. H. Black- 
all began the practice 
of architecture in 
Boston, Mass. The 
Church of Our Sa- 
zviour at Roslindale, 
Mass., was his first 
job. His original 
drawing for this 
church is shown at 
the right. A similar 
drawing of this church 
by D. A. Gregg was 


published in The 
American Architect, 
Aug. 3, 1889 


LOOKING BACK ON 


O Years 
Architecture 


O 


by 


C. H. BLACKALL, F.A.1. A. 


Blackall, Clapp & Whittemore, Architects 


IFTY years seems like an eternity looking forward 
to it. Fifty years is but a short span of years when 
we measure the work and the accomplishment 

which it represents looking backward towards youth. 
It is a commonplace of today that the last fifty years 
have been the most wonderful the world has ever seen. 
In no department of human activity does this apply any 
more vividly than in architecture. 

Fifty years ago when the writer was just beginning 
his practical experience in architecture, we had, as 
measured by the standards of today, no schools, no im- 
mediate precedents, very little money to work with, no 
trained body of draughtsmen, no structural engineers, 
and above all, no clients with money, and perhaps the 
greatest change which has come about in the develop- 
ment of the possibilities of architecture is not equal to 
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the change which has taken place in the standing and 
the attitude of our clients. Fifty years ago the architect 
would look to individuals for his opportunities... There 
were trustees, to be sure, but on a very small scale, and 
the promoter was absolutely unknown, very largely be- 
cause buildings were not erected in any particular mag- 
nitude, and a promoter fifty years ago would have 
starved on the job, and as for an architect, he was sup- 
posed to do nothing but sit in his office and wait for 
a job to come to him. 

I remember so well the feeling of bated awe with 
which we youngsters listened to the astounding fact 
that an architect had actually become not only a mem- 
ber but a director of the Chamber of Commerce. It 
seemed so highly unprofessional that we regarded him 
almost as a pirate. Since then that architect has become 
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In 1877 Mr. Black- 
all was captain of 
the Sixth Regiment 
of the Illinois State 
Guard 





one of the leading men in the profession in New York, 
has designed buildings with such remarkable success 
that he is cited all over the world as a great architect, 
has received European honors as well as recognition 
here, and yet we then thought hé was unprofessional. 
A little later we heard with lifted eyebrows that a Boston 
architect had actually dared to lease an old building, 
remodel it, fill it with tenants and sell it at a big profit 
all by himself. This again we thought was very un- 
professional, but it is not many years since the Archi- 
tect’s Building was built and financed in New York by 
a group of architects under exactly similar conditions 
and everyone praised it and recognized it as a move 
in the right direction. 

And we remember how bravely a very prominent 
architect in New York actually built one of the largest 
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Temple Ohabeit Shalom at Brookline, Mass. is a recent church 
designed by Blackall, Clapp and Whittemore of Boston. This 
church was illustrated in The American Architect, Nov. 20, 1928 


skyscrapers, assuming the double function of architect 
and contractor, with his professional office on one side 
of the corridor and the building department on the other, 
charging a double commission to his client and giving 
that client a degree of satisfaction which amply justified 
the innovation, even though this architect was looked at 
askance by the old guard. And there was an architect 
in Chicago not so many years ago, a man who had in- 
herited wealth as well as the endowment of a very artistic 
nature, who looked at the problem of architecture from 
a surprisingly practical standpoint. We heard that he 
had built a building three stories high for his sole use. 
A client would be received in the professional office on 
the second floor, the drawings for the building would 
be prepared on the third floor, the client would return 
to the second floor to consult with the contracting de- 
partment and would descend to the first floor to borrow 
his money at a bank, all maintained by this architect. 


HE inevitable next step has been for the architect to 

ally himself with builder and financier, all working to- 
gether to make possible the erection and financing of 
anything the architect could conceive while still holding 
down the architectural ideals and being better able to 
develop them. Could any change be more pronounced 
in the practice of architecture? There are still many 
who adhere to the old, strictly professional attitude and 
who refuse to have anything to do with anything ex- 
cept the artistic side, but with a few notable exceptions 
our more prominent recent office buildings, commercial 
work, hotels, factories and theatres, which together con- 
stitute probably over 60% of the new work, have been 
more and more each year in the hands of men who are 
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Skeleton construction was used for the first time 
in Boston in the Carter Building, designed by Mr. 
Blackall and completed in 1894. All connections 
were bolted. This building, now known as the 
Winthrop Building, is shown above at the left. 
. . Above right: the Bowdoin Square pag 
the first theatre built by Mr. Blackall in 1890, 
of wood beam, girder and post construction with. 
out fireproofing. ... Below right: Drawing of 
the United Union Bank Building, New York, by 
D. A. Gregg, Peabody & Stearns, architects. Re- 
printed from an 1861 issue of The American 
Architect. Mr. Blackall obtained much of his 
early experience in the office of Peabody & 
Stearns, one of the foremost offices of its time 


organized and can plan, direct, finance and operate large 
building operations. 

During this period also there has come a marked 
change in the status of the general contractor. Fifty 
years ago Norcross was building Trinity Church for 
H. H. Richardson and that great architect left absolutely 
everything to that extraordinarily gifted builder, but 
this was a rare exception. Generally the owner con- 
tracted separately for the different parts of the work 
and the architect trusted a good deal to luck to have 
things pull together. Buildings were slow in construc- 
tion, well built to be sure, perhaps better than is often 
now the case, but managed inefficiently and built ex- 
pensively even according to the standards of those days. 

The masterbuilder of today is primarily the head of 
an organization, and in most cases may never visit the 
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WAPROVED HOLLOW TILE, made of Burne Clay, 


In 1889, when Mr. 
Blackall started in busi- 
ness, an advertising 
page in the American 
Architect presented a 
marked contrast’ to 
these pages today. 
Sewer pipe, cement, tron 
beams, paint and other 
products were all dis- 
played on the same page 


work carried on under his name but conducts the opera- 
tions as a business economically, expeditiously and with 
a degree of meshing together of the different elements 
with one another into the building which would have 
been impossible under the old regime. Often his per- 
sonality is hidden under a corporate name and the 
owner and the architect act with a subordinate. All 
of these things have brought about some significant 
changes also in the cost of building operations. Fifty 
years ago, for instance, an office building which cost 
40 cents a cubic foot was an exception. Since then 
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Drawing by D. A. Gregg of the proposed Boston Art Club, William 
R. Emerson, architect. William R. Ware, founder of The American 
Architect, trained Gregg until he became the leading architectural 
renderer of his time and the first of a series of brilliant draughtsmen 


prices of labor in many instances have quadrupled, 
materials have more than doubled and demands have 
increased greatly, and yet an office building today, with 
all its complication of mechanical adjuncts—electricity, 
refrigeration, ventilation, fireproof construction—can be 
built for a, cost hardly 60% above what it cost fifty 
years ago and it would be today a better building, much 
more elaborately finished and built in far less time. 

In the old days building construction proceeded on the 
European time scale. Now we have changed all that 
and there are plenty of cases where buildings have been 
put up structurally at the rate of two or three stories 
per week and anyone watching the rise of the Chrysler 
Building in New York City, for instance, would appre- 
ciate how immeasurably more efficient are our building 
methods today than ever before. If St. Peter’s of Rome 
were to be built today it is probable that a modern 
building corporation would be quite ready to accept a 
contract on a cost plus basis and finish it complete for 
less than the building cost originally and in a time not 
exceeding two or three years, although St. Peter’s was 
nearly a century in building. 

So much for the building side of it, but incidentally I 
think it can be fairly claimed that the increased efficiency 
both in speed and (Continued on page 86) 
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CASTLE RISING 
Norfolk, England 


Carbon Pencil Drawing 
by W. WARD 


Visscher & Burley, architects 
New York City 


NEW GATE-STLOP 
Lithograph 
by LOUIS W. BALLOU 


Richmond, Virginia 
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TWO CRAYON SKETCHES by W. H. ADAMS 
Hood, Godley & Fouilhoux, architects, New York City 
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ROOF GARDEN 
Shell Arcade Building, St. Petersburg, Florida 


Carbon Pencil Drawing 
by W. C. DOUGLAS 
Visscher & Burley, architects, New York City 
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CRAYON SKETCH 
by CHARLES E. PETERSON 


U. S. Department of Interior, San Francisco, Cal. 
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WE NEED 


Niew Materials 


and the architect should 


tell what they are 


by 


HAROLD R. SLEEPER 


HE rapidly expanding building industry shows 
| sens of departing from the present accepted 

modus operandi and the builder may soon assume 
the leading role and hire the architect to do his bidding. 
If such a change occurs I feel that the responsibility 
for this may be directly placed at the door of the archi- 
tect and the architect’s specification writer. Their fail- 
ure to realize the great opportunity will force the in- 
dustry to depend on the builder and subcontractor for 
technical inspiration and leadership. 

The architect must lead the procession in regard to 
new methods and new materials if he expects to con- 
tinue as its leader, otherwise the next in line will take 
over his neglected work and act for him. Architects 
are not challenged in regard to design nor as to methods 
of producing drawings or specifications. Their great 
weakness lies generally in their failure to offer inspira- 
tion in the development of new elements with which 
structures of this machine age may be constructed. In 
other words, they aré modern minded in regard to de- 
sign but not as to methods or materials. 

New ideas, new gagets and new materials are daily 
being announced, but are any of these the results of 
the specification writer’s direct influence or thought? 
Seldom if ever. Large corporations, practical manu- 
facturers or superintendents on the job usually are re- 
sponsible and the results are either equipment designed 
by engineers or finishes developed by trial and error 
methods. Do you know of any new material with which 
the exterior of buildings may be clothed with better re- 
sult than that achieved by the old standbys? Few are 
on the market and still less have achieved success. 

Who should be more aware of this great need than the 
architect? Should we expect the manager of a celluloid 
factory to produce a new building facing without close 
contact with the architect? Is the electrician in an elec- 
trical laboratory to answer the needs of modern con- 
struction without advice and direction of the architect? 

The majority of modern developments are being made 
in factories far from the architect’s influence. The 
busy architect whose fee may scarcely cover the cost of 
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his work at best can only know of the existence of some 
of the latest devices. We can’t blame him, but we can 
awaken him to the condition and start remedial action. 

To look open mindedly at the situation we must glance 
at the man responsible for this phase of the architect’s 
work, the specification writer. If a failure or lack of 
leadership is admitted it must be laid to this man. Dur- 
ing the modern era building specifications have been 
ground out at a great pressure by a humble personnel 
without credit or thanks. This continual uninspired and 
unsung work has endowed those performing it with an 
inferiority complex which is very real and one that must 
be shaken off if progress is to be made. 

The designer, business-getter and construction super- 
intendent have all felt and expressed their importance 
with an implied superiority over the specification writer. 
He has been cowed and even brow-beaten in many or- 
ganizations. 

The position of the specification writer is partly due 
to his lack of initiative and imagination and partly to 
existing conditions. Conditions have changed and the 
structure of building procedure now rests largely on his 
assuming and pursuing the difficult task assigned to him. 


ONTRACTORS will more and more enlarge their 

organizations to include architects in their personnel 
so as to solve these new needs if the architects refuse 
to do so on their own. 

We now stand at a serious impasse from the archi- 
tect’s standpoint. This condition is realized forcefully 
by several large associations of manufacturers who have 
taken definite, active stands to support the architect. 
They do so on the assumption that superior products 
will stand a better chance of success if the financial as- 
pect is not the predominant motive in the choice of 
materials that shall be used. 

Their confidence in the architect’s role should give 
us courage to attack the problem with open eyes and 
courage. To know that the life and strength of many 
of the national organizations which produce the best 
materials and equipment for the building industries are 
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critically dependent on the specification writers should 
lift their cloak of humility and stir their long sleeping 
imaginations to a genuine creative effort. 

The entire building industry is crying for new 
methods of building and new materials with which to 
€xecute architects’ designs. We still use brick and stone 
in the manner long ago discovered and used by the 
ancients. Good new designs will not be achieved until 
these designs are clothed with materials better adapted 
to new requirements. 

Inside of our buildings we seem to find a multitude 
of surfaces, machines and finishes to accomplish our 
desires but we stop at the window and door jambs and 
proceed outside with all the limitations of a tradition 
that has been handed down by the ages. 

Our structural engineers have accomplished wonders 
to satisfy the height requirements as imposed by land 
values. They have made gigantic strides toward pro- 
viding comfort for our civilization with light, heat and 
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WHAT 


DO WE NEED 2? 


@ Seventy-five dollars will be paid by the 
American Architect for an article on new 
materials or the development of old materials 
that will better meet modern building design 
and construction. 

The article may treat on present develop- 
ments, following the present trend to its logical 
conclusion ten or twenty-five years from now. 
Or it may be highly imaginative and in the 
style of Jules Verne, whose prophetic vision 
forecast many things which have since come 
to pass. It may cover structural or finishing 
materials or both. If possible, it should con- 
tain personal experiences that either show an 
inadequacy in modern materials or indicate a 
better way to solve building problems. 

The article may contain from two thousand 
to twenty-five hundred words and should be 
in the hands of the Editors by March 29, 1930. 


A bitumastic enamel was used in building construc- 
tion for the first time as protection for the steel work 
of the Tower of Learning of the University of Pitts- 
burgh, according to its builders, the Stone & Webster 
Engineering Corporation. What else that’s new might 
its architect, Charles Z. Klauder, find worth specifying? 


power. Architects, within the last ten years, have made 
remarkable progress toward the adoption and utilization 
of this equipment. No one seems to shoulder the lead- 
ership and direct science toward the development of 
equally important products with which the architect may 
mould the exterior of his work. Why should he think 
in terms of stone as used by the builders of the Italian 
palaces? The creation of a modern elevator machine is 
admitted to be a great achievement and required years 
of study and experimenation in the development. The 
problem of new substitutes for our present walls on the 
face of it seems very simple. But the fact remains that 
no new stuffs are forthcoming. 

We can blame only ourselves. We don’t demand and 
again demand what we need. The skill and brains of 
industry are being applied in other directions and until 
we force industry to supply the needs it will continue 
to do research along lines common to its training and 
experience. The architect (Continued on page 80 
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PLANNED 


TO MAKE 


ewspaper Work Easy 


by Moritz Kahn 


Albert Kahn, Inc., Architects and Engineers 


NEWSPAPER 

building is primarily a 

plant for the produc- 
tion of papers and, like any 
other industrial structure, 
its most important function 
is economy of production. 
The newspaper publisher, 
however, is under a certain 
obligation to the public so 
far as the appearance of 
his plant is concerned. 
There is, to a certain de- 
gree, a bond between archi- 
tecture and newspaper pub- 
lication in that both are 
chroniclers of current 


events. Both are of impor- 
tance in moulding the 
character and developing 


the culture of the public. 
Consequently, while the 
planning of the interior of 
a newspaper building must 
be done with a keen eye for 
efficiency, the exterior of 
the building should possess 
architectural merit. 

Located on Times Square, 
Detroit, the new building 
for the Detroit Times, when finally completed, will be 
a distinct addition to the skyline of the city. The main 
portion of the building in its present stage is six stories 
high, but the structural frame work has been designed 
to support four additional stories at some future time. 
In making provision for this future extension a distinct 
effort was made to give the present portion a finished 
appearance so the absence of the floors to be erected 
in the future might not be apparent. This problem was 
somewhat simplified by the character of the design, an 
Americanization of the more modern architecture of 
northern Europe. As in the case in much of this style 
of architecture, the vertical structural lines are accentu- 
ated. The tower at the corner emphasizes the entrance 
and makes a virtue of the flat iron shaped plot on which 
the building is situated. 

In approaching the design of an industrial building, it 
must be borne in mind that its principal object is to yield 
a fair return on the capital outlay. The fundamental 
principles of planning for economical production are the 
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Minnesota pink granite in a color range of 
black, grey, green and pink tones forms the 
base and frames the main entrance of the 
Detroit Times Building. The exterior facing 
above the base is of buff Indiana limestone 


same for all types of manu- 
facture, namely: material in 
the course of production 
must be transported the 
least distance and as direct- 
ly as possible; lines of flow 
of the material should not 
conflict; departments for 
successive operations should 
be properly correlated ; and 
provision should be made 
in all departments for fu- 
ture expansion without in- 
terference or disorganiza- 
tion of current operations. 
These principles apply even 
more forcefully to a news- 
paper plant than to the 
ordinary industrial building. 
In the latter there is gen- 
erally a steady and uniform 
degree of _ production, 
whereas in the former there 
is a constantly varying de- 
gree of production arising 
from the intermittent and 
hurried publication of vari- 
ous editions. The produc- 
tion graph of newspaper 
publication has peaks and 
valleys, hence the necessity for planning each depart- 
ment to carry its peak load without extravagance or 
wastage of floor space. 

It is sometimes assumed that in a newspaper building 
production centers around the press department. As a 
matter of fact, newspaper production centers around the 
editorial department, where the main preparation takes 
place. The presses are employed only in the final stages 
of newspaper publication. Under such conditions it is 
but logical that the production layout should start in the 
editorial department at the top of the building, continue 
down through the various floors for the make-up stages, 
pass through the presses on the lower floors, and then 
out to the dispatching department. The plans herein 
illustrated show the logical layout adopted in The Detroit 
Times Building. 

On the top floor of the building are gathered together 
all the news departments of the paper. In the tower 
is the office of the editor-in-chief. Flanking this is the 
office of the secretary, and the waiting room. The various 
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Albert Kahn's 


1 Material in course of production must 
be transported the least distance and 
as directly as possible. 


Principles 


Lines of flow of the material should 
not conflict. 


news departments, Society, Stage, Sunday, Radio and 
Real Estate, Motor, Finance, Art, etc., lead up to the 
city editor’s department. In the city room at a group of 
desks, sit the city, assistant city, make-up and managing 
editors, who supervise the gathering of the news and the 
assembling of the paper. Around this group of editors 
are desks for the reporters and rewrite reporters, who 
take down the stories telephoned in by outside reporters. 
The copy is sent down a simple chute connecting the city 
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DETROIT TIMES BUILDING 


Albert Kahn, Inc. 


Architects and Engineers 


Planning 


of Industrial 


3 Departments for successive opera- 
tions should be correlated. 


Provision for future expansion of all de- 
partments should be possible without 
interference with current operations. 


editor’s department with the composing department on 
the floor directly below. 

The offices of the publisher and business managers are 
in the front portion of the fifth floor. The rear portion 
of this floor is devoted to the composing departments. 
In the. middle of the composing room, directly under 
the city editor, is the copy cutter, who receives the copy 
as it comes down the chute from the editorial depart- 
ment. The type setting machines are set around the out- 
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Limestone details of the upper stories and parapet of the Detroit Times 


Building, Detroit, Mich. 


side of the composing room near the windows. Nearby 
are the specially constructed desks of the proof readers. 
While the trays of type are waiting for the proof readers’ 
corrections, they are left on the correction banks, which 
are metal tables. A short distance away are the make- 
up banks, where the pages of type are assembled under 
the eye of the make-up editor. Close at hand are the 
roller presses which prepare the mats from the pages of 
type. The finished mats are sent down to the stereotyp- 
ing department on the second floor of the building by 
means of conveyors. 


ON the fourth floor are the general business offices of 

the paper, the advertising director, display advertis- 
ing manager, classified advertising manager, the chief 
accountant, etc. On one side of this floor is the sound- 
proof room wherein sit the telephone solicitors for 
classified advertisements. The center of the floor is 
devoted to the accounting and purchasing departments. 
The assembling of all the business offices on the one 
floor does much to promote efficiency in this branch 
of the organization. 

The circulation department is on the third floor. The 
greater portion of this floor is used as the mailing room, 
where the papers are received from the conveyors run- 
ning from the presses on the floor below. As the long 
rows of newspapers come up from the presses, they are 
automatically counted, piled in bundles, wrapped with 
paper and placed in automatic wire bundling machines. 
From these machines the bundles are sent down spiral 
chutes feeding the loading platform on the third floor. 
The distance travelled by the papers from the end of 
the conveyor through the counting, piling, bundling. 
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Albert Kahn, Inc., architects and engineers 


wiring stages and to the dispatching chute is very short, 
resulting in very little lost motion. 

The colored insertions and special sections of The 
Detroit Times, as in the case of many of the Hearst 
papers, are printed at a central plant in Chicago and are 
sent to Detroit for insertion in the Sunday and special 
editions. As the inserting of the sections must be ac- 
complished in a short length of time, the colored and 
special sections are dispatched to Detroit in bulk and 
are placed in storage ready for insertion. This necessi- 
tates a considerable space for storage, which was most 
conveniently found on the third floor. Hence the mail- 
ing room was placed on this floor. Another reason for 
having the mailing room on the third floor lay in the 
fact that in this location it was directly over the presses 
and resulted in the shortest line of transport of the 
papers from the presses. 


HE second floor, which forms a sort of mezzanine to 

the press room, contains the locker and shower rooms, 
also the autoplate machines. The locker and shower 
rooms are separated into three units—one for the mailing 
room employees, another for the press room employees, 
and a third for the stereotypers. This was deemed more 
advisable than having all accommodations for these vari- 
ous types of employees concentrated in one large locker 
and shower room. 

The stereotyping room is located on the mezzanine 
floor at that level where the plates are required. The 
mats come down conveyors from the fourth floor, pass 
through the stereotype machines, and the lead castings 
are then sent directly to the presses along horizontal 
roller conveyors. 
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Golden veined Saint Genevieve marble with pilasters of 
light golden veined Famosa marble and base of black 
Belgian marble has been used for the walls of the main 
lobby. The entablature is of plaster painted dull 
gold. The floor is of terrazzo in black and yellow. 
At left: Floor plans of the Detroit Times Building 
show correlation of the various departments in accord- 
ance with the principles of industrial planning 


The mechanical departments and the press room oc- 
cupy the greater portion of the first floor, the press room 
being two stories high. Alongside the press room, on 
the first floor, is the delivery room, where sport and spe- 
cial editions come directly from the presses without going 
through the mailing room in the third floor. Adjoining 
the delivery room is the shipping platform, which is con- 
nected to the mailing room above by means of the spiral 
chutes previously mentioned. 


7 BE basement of the building is devoted to the storage 

of paper, electric equipment, ink tanks, etc. High pres- 
sure pumps force the sluggish ink from the tanks to 
the presses above. The rolls of paper are received at 
the street curb level and are let down to the basement 
by means of hydraulic elevators, being later raised to 
the press floor level by other elevators. 

The efficiency of a newspaper publication building is 
greatly increased by adequate natural lighting and good 
ventilation in all the departments. Every attempt was 
made to obtain these results in the case of The Detroit 
Times Building. The vibration of the presses in many 
printing plants is deadened by isolating from the main 
portion of the building the columns supporting the 
presses together with the foundations for these columns. 
In order to save the cost involved in isolating the press 
foundations in the case of (Continued on page 72) 
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FASHION BUILDING to be 
erected in New York City for Amos 
Parrish & Co. It will be constructed 
of polished, colored terra cotta 
blocks and is said to be the first 
skyscraper with color devised as the 
only substantial ornament. Height, 
about sixty stories. William B. 
Chalfant, architect 


FISHING AND FOWLING an 
Egyptian mural from the tomb of 
Menena, built about 1415 B. C., 
copied by Nina de G. Davies and 
shown at an exhibition of copies of 
Egyptian wall paintings at the Met- 
ropolitan Museum of Art. Menena 
is shown twice in a papyrus canoe, 
once hurling a boomerang at water 
fowl and secondly spearing fish. 
His family affectionate, though not 
helpful, accompany him 
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Kahn Directs Construction for Russia 
Endowment for Housing Study Urged 
Government Investigates Skyscraper Plumbing 


Buildings Thirty Per Cent Under Lighted 


N endowment for the scientific study of the housing 
problem is recommended by the Carnegie Corporation, 
New York. Dr. Frederick P. Keppel, president of the cor- 
poration and author of the report making the recommenda- 
tion, states that: “A man buying an automobile today pays 
about half the price he would have had to pay a few years 
ago and gets twice as good an article. If, however, he has 
to build a home, he will find conditions just about reversed. 
“The only reason for this absurd situation is that one 
industry profited by first rate scientific and engineering 
thought, and the other did not. It certainly cannot be laid 
to the rising cost of material and labor, since this has af- 
fected both industries alike. Here, again, a foundation de- 
voted to the study of housing problems and equipped to 
experiment in different types of design and construction 
would have the chance to make a contribution of inestimable 
significance toward the improvement of present conditions.” 


KYSCRAPER plumbing is being investigated by the 

Bureau of Standards in cooperation with the Department 
of Commerce Building Code Committee, this being a re- 
sumption of experiments conducted some years ago. Briefly, 
it is proposed to investigate actual conditions in plumbing 
stacks, drains, and venting systems in large buildings with 
the object of determining the actual facts that exist there. 
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Laboratory to Study Indian Cliff Dwellers 
Tests on Built-Up Wooden Beams 
A.l.A. Makes Report to Secretary Lamont 


Architectural Features of Chicago's World Fair 


This will be done partly by inserting measuring instruments 
in the plumbing lines and measuring the loads that occur 
in different occupancies over a sufficient period of time to 
get a true picture of the situation. After enough data have 
been collected to form a basis for judgment, it will then be 
possible to prepare tables and other practical means for de- 
signing systems so that they will function efficiently in thor- 
ough keeping with the most advanced engineering standards. 


UR present lighting is far too dim to suit the known 

characteristics of the human eye, according to a re- 
port submitted to a recent meeting of the New York Section 
of the American Institute of Electrical Engineers by Frank 
W. Smith, Arthur E. Allen and E. E. Free. “If the general 
illumination level is brought up to that recommended by the 
data which have been compiled, there will be gains in com- 
fort, in lessened eye-strain, in economic efficiency, and in 
the attractiveness of our homes, offices, etc. A noticeable 


step in the right direction will be a very considerable de- 
crease in glare and all of its undesirable features, because 
glare is due in most cases to an effort to overcome under- 
lighting by a high local illumination of one’s surround- 
ings. By correcting the geyeral level of illumination, glare 
will tend to disappear, just as draughts disappear in a 
properly heated and ventilated building.” 
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P & A PHOTO 


CHICAGOWAR MEMORIAL competition 
resulted in the design of Eric Gugler and 
Roger Bailey, associated architects of New 

York City, being placed first 
FOR 
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ABOUT 





LOOKING UP through the well of the 


concrete ramps in the factory of the Fiat 


Automobile Company, Italy. This fac- 
tory is said to be the most beautiful 
automobile factory in all Europe 


LBERT KAHN, INC., has been commissioned by the 

Soviet government to act as consulting architect in a 
five year industrialization program calling for an expendi- 
ture of nearly two billion dollars. The necessary organiza- 
tion under Mr. Kahn’s direction will include about 4,500 
architectural and engineering designers and covers the de- 
sign and construction of four large motor-car, motor-truck, 
and motor-cycle factories; nine plants to produce tractors 
and farm implements; six asbestos, corundum, and graphite 
factories; two locomotive works; fifteen factories for the 
manufacture of machine tools, typewriters and cash regis- 
ters ; twenty-four cement factories; 126 saw mills; 106 wood- 
working plants; 27 glass factories; 35 spinning mills; 15 
woolen mills; thirteen clothing factories; 112 shoe factories ; 
15 paper mills; and 56 plants to manufacture food products. 


HE position of the architect and the exercise of his 

function with respect to building operations under 
modern conditions are of fundamental importance in the 
development of any program which is concerned with the 
construction industry,” states a report made to Secretary 
Lamont of the Department of Commerce by C. Herrick 
Hammond, president of the American Institute of Architects. 
“In twenty-seven States of the Union no building can be 
erected unless a registered or licensed architect is engaged. 
Seventy per cent of the buildings in this country costing 
$75,000 and upwards are designed in offices of members of the 
American Institute of Architects. (Continued on page 108) 
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R. A. SMITH 


AMEMYA R. A. SMITH 


A view on the estate of Mr. & Mrs. 

J. Morgan Wing, Millbrook, New 

York. Marion Coffin, landscape 
architect 


At right and above, three pictures 
of the work of Ruth Dean, land- 
scape architect. Top picture is a 
fountain in the garden of Mrs. Wm. 
V. Griffin, Peapock, N. J. The 
other two pictures are of the roof 
garden of Mrs. Dodge Sloane at 
525 Park Avenue, New York 


R. A. SMITH 
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OUNTAIN GROUP from the grounds of 
Mr. Wilfrid T. Pratt, Scarsdale, New York. 
Jacob John Spoon, landscape architect; Henri 
Crenier, sculptor ... Below, from the estate of 
Richard C. Bondy at Golden's Bridge, New 
York. Lewis Bowman, architect; Robert L. 
Fowler, Jr., landscape architect 


Selected from the 


ON 


of the 





R. A. SMITH 





American Society of 





' 
Landscape Architects 
Opening March 17 
at the 
Arden Gallery 
New York 


ct FOR MARCH 1930 53 














































WILL 


THE PROSPECT 


RENT2e 


If he won't, then the owner 
is not going to be satistied with 
the design of the buiding... 


N the planning and designing of the present day office 
building, first consideration is given to interior sub- 
division or what is commonly known in the vernacu- 

lar as gross rentable area and net rentable area. The 
chief thought is that the rentable area shall have the 
greatest flexibility in subdivision because it is the build- 
ing that produces the greatest amount of class A rent- 
able space that results in the greatest income; primarily, 
this is the chief objective to be attained in the erection 
of a building. Of course there is no neglect of the 
physical and structural strength of the building or of 
the beauty of the exterior design. 

In the erection of the modern building, while the 
architects are the chief authority and retain full re- 
sponsibility, yet there are two new assets which they 
now find necessary for the development of the successful 
modern building—they are the advice and counsel of a 
capable renting manager and the services of an expert 
lay-out man. 

The procedure of the origin and the development of 
today’s modern office building is approximately as 
follows: 

An individual or group of men decide to erect a new 
building ; a site for the structure is procured and a com- 
petent architectural firm is engaged to prepare the de- 
sign, plans and specifications. Immediately upon the 
employment of the architects and almost simultaneously 
therewith, the services of a capable renting manager is 
secured. From this time on it is largely a matter of 
the latter's ingenuity and resourcefulness that assures 
the rental success of the undertaking. His responsibilities 
are legion, for in the last analysis the ultimate success 
of the venture lies in the ability of the renting manager 
to fill the building with desirable tenants. 

The architects and the renting manager begin a series 
of conferences, a study is made of the particular site and 
land area, and the renting manager’s advice is largely 
taken in deciding the character of the building to be 
erected; whether it is to be an office building, a shop 
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by Arne Arntzen 


of the office of Holabird and 
° Root, architects, Chicago, III. 


or loft type of building. The information of the rent- 
ing manager is exceedingly valuable because of his 
knowledge as to the proper development to make upon 
the site chosen. Complete sets of plans are made and 
in many instances these plans are placed before a com- 
mittee of building managers chosen from many parts 
of the country by the secretary of the National Asso- 
ciation of Building Owners and Managers. Particular 
thought is given in selecting these members so that the 
committee may be comprised of specialists thoroughly 
informed as to the development of the particular type 
of building to be erected. 

Simultaneously with the employment of the building 
manager, a lay-out man is retained to actively participate 
in the development of the renting plans. He is a capable 
draftsman who is specially trained in subdividing the 
interior areas of the building into the greatest number 
of units. In the highest practical development of these 
units, the tenant receives the highest efficiency at the 
lowest economical cost. The functions of the lay-out 
man are becoming increasingly important. His _par- 
ticular phase of work is becoming a highly specialized 
field of endeavor. It is his duty to prepare scale draw- 
ings, usually 4” or %”, of the space desired. The 
illustrations accompanying this article show two differ- 
ent types of rental plans of two office buildings. One 
type shows a typical floor not subdivided, the other illus- 
trates subdivisions that could be built within the space. 


HESE layouts are usually made on enlarged repro- 

ductions or blue line prints of the undivided rental 
plans. The preparation of these presentation drawings 
demands considerable time, ingenuity and thought. It is 
well known that the average tenant, a business execu- 
tive, is unfamiliar with blue prints or drawings. It is. 
therefore, the duty of the layout man to make his draw- 
ings so complete that the tenant, entirely unfamiliar 
with blue prints, can intelligently visualize his office in 
the new area offered him by (Continued on page 95) 
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A prospect would like these plans, because 


Top two plans, before and 

| There is plenty of light Sanitary facilities are after subdividing eighteenth 
and air. adequate. floor, Chicago Daily News 
Building. Lower two plans, 

before and after subdividing 


Q Sufficient elevator service ag ate — “4 eleventh floor, 333 North 
. , exiDly permit of sma Vichi venue, Chic 

prevents vexing waits. y |} ’ Michigan A enue, Chicago. 

arge or open offices. Holabird & Root, architects 
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Roots tor 


OUTDOOR 
LIVING 


House for 








Mrs. George French Porter 
Ojai, California 


Howe and Lescaze, Architects 


THE PROBLEM 


@ House to be used for a season each year as a retreat 
from the complications of city life. 


@ Primary requirements: simplicity, compactness, 
minimum amount of service, and maximum individual 
privacy for each occupant. 


e@ Preservation of mountain views to north, east and 
west by suitably placed large windows. 


@ A plan that would utilize the natural slope of the 
site and take full advantage oj it. 


@ Bed rooms to have private access from both the in- 
side and outside of the house. 





e@ Protected terraces for use on cool windy days. 











@ Servants’ rooms above separate garage. 


: - — Topographical map of the two-acre plot on which 
@ Construction throughout to be both fire-resisting the Porter house is located. The house is planned 
and earthquake proof. to conform to existing grades to avoid terracing 
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‘FIRST FLOOR: 
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5°/fo More 
or We Dont 
Finish 
the Job 


by George F. Kaiser 


WHAT HE DID. Wilson had contracted to pre- 
pare plans and specifications and to superintend the 
construction of a large building for O’Connell. Upon 
learning that a certain project, which he had hoped 
to secure, had been given by O’Connell to another, he 
became angry, took his plans, called off his superin- 
tendent, and refused to have anything more to do with 
the building. O’Connell, wishing to finish the job, 
sought out Wilson, and finally promised to pay him 
an additional five per cent commission as an inducement 
to resume work upon the job for which he had already 
agreed to furnish the plans and specifications, and which 
he had agreed to superintend. 


WHY HE DIDIT. The facts of the case were that 
the architect took advantage of the owner’s necessities 
and extorted a promise to pay him an additional per- 
centage as a balm for his feelings, and as a condition 
for complying with his contract already entered into. 


WHY HE SHOULDN’T HAVE DONE IT. 
When the case finally came before a court, the court 
promptly held the agreement for the additional five 
percent void, stating that to permit the architect to re- 
cover under such circumstances would be to offer a 
premium upon bad faith and invite men to violate their 
most sacred contracts that they might profit from their 
wrongful acts. 


PAYMENT FOR PLANS 
WHAT HE DID. When Pender ordered Presbrey 


to draw up plans and specifications for a building, he 
received quick action. Soon after the signing of a writ- 
ten agreement, Pender received and accepted the plans 
and even started excavation. It was only a short time 
later, though, when Pender again came to see Presbrey 
and explained that instead of going ahead with the build- 
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ing he had decided on an entirely different kind of struc- 
ture. Pender ordered plans, etc., to be drawn up for the 
new building; when they were delivered, he accepted 
them and started work. When Presbrey sent out his 
bill for the new set of plans and specifications, however, 
Pender flatly refused to pay. “I paid you once,’ he told 
Presbrey, “and that’s all I’ll pay.” 


WHY HE DID IT. Pender, the owner, thought that 
because there was no specific agreement to pay for the 
second set of plans and specifications, he could not be 
compelled to pay for them. 


WHY HE SHOULDN’T HAVE DONE IT. Ac- 
cording to the decisions, an architect who has made 
complete plans and specifications for a building to be 
erected, which are accepted, may recover compensation 
not only for these plans and specifications, but also for 
another set of plans and specifications subsequently 
ordered for use on the same property, even though 
nothing is said about compensation. The new order 
constitutes a new contract which has no relation to the 
work done under the first contract. In one case the 
court said, “Nothing having been said about compensa- 
tion for the second set of plans and specifications, it is 
fair to assume that both parties contemplated that the 
architect would be paid for the second set at the same 
rate as the original work of the same nature.” 








~.and ABROAD 





THE GLASS OF FASHION at 
left above, an all-glass shop-front, 
for a perfumery store in Berlin. 
Designed by A. Korn and S. Weits- 
mann. From “The Architects’ Jour- 
nal” of London for October 30, 1929 


LIGHTING VASE at right above, 
at head of staircase of the Savoy 
Court Theatre, London. Modelled 
by Gilbert Seale. Easton & Robert- 
son, architects. From “The Archi- 
tectural Review” of January, 1930 


SMALL DINING ROOM, illus- 
trated at lower right, in an inn. De- 
signed by Hans Stierhof, Nurnberg, 
in silver, gray and red. From “Mod- 
erne Bauformen” for January, 1930 
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CLUB ROOM above, of the “Rose and 
Crown,” Cambridge, England, Basil 
Oliver, architect. The fireplace is built 
of red roofing tiles which harmonize with 
the dado of mottled red linoleum. From 
“The Architects’ Journal,’ Nov. 27, 1929 


DIVING POOL at left, at the Vevey- 
Corseaux, Plage, Switzerland. Otto 
Zollinger, architect. The Plage is built 
entirely of concrete and shows how 
attractive the results of the use of this 
material can be. From “The Architec- 
tural Review” for January, 1930 








STREET ENTRANCE, above, to the 
house of Dr. G., at Stuttgart. From 
“Baukunst” of December, 1929 


STRINGS OF THE VOLT at left, a 
temporary electric transformer station 
designed by Henri Sauvage to distribute 
current to the 1925 Exposition des Aris 
Decoratifs, Paris. The silvered head of 
the bracket was modelled by Mume. 
Therese Schueler. From “The Archi- 
tects’ Journal” for January 1, 1930 
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Space Required 


A typical domestic installa- 
tion requiring 6 ft. x 10 ft. 
floor space. Units for small 
houses can be placed in 24 
square feet of floor space 









Heating by Electricity 


NOW COSTS 


NEW TYPE OF 


by George Bailhe 


Assistant to the President, 
Hall Electric Heating Co., Inc. 


SIGNIFICANT indication that electricity may 

be generally used in the near future as house- 

heating fuel may be found in the fact that power 
companies in several states, including New Jersey, Ohio, 
Indiana and Virginia, are now operating electrical heat- 
ing equipment in their own office buildings and sub- 
stations. Other power companies are making installa- 
tions at the present time. Cost and efficiency records 
will be kept to determine rates and conditions which 
will make domestic operation economical. 

Various electric power companies have already set up 
“off peak” rates of one, and one and a half cents for 
water heating and one cent for house heating. Prac- 
tical installations are already in successful operation in 
several parts of the United States. 

The system of electrical heating with which we are 
concerned here is unique, and is not to be confused with 
the portable reflector type of heaters, nor with the elec- 
trical “space heaters” which are very common in sev- 
eral European countries and which are extensively used 
on the Pacific coast. It is in brief a central heating plant, 
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LESS WITH 
INSTALLATION 


placed in the cellar or in a room above ground, which 
uses “off peak” electricity for fuel, and was developed 
by Chester I. Hall of Philadelphia, Pa. 

Water in an insulated tank is raised to 250 degrees 
during the night and automatically circulated to the 
radiators by a thermostatically controlled pump during 
the rest of the day, in the case of a hot water system. 
For a warm air system the hot water is circulated 
through a coil bank over which the air for heating is 
blown and circulated throughout the house. The appli- 
cation to a steam or vapor system is similar to that of 
the hot water type. As circulation is necessary, it can- 
not be used on a single pipe system. 

The storage tanks are cylindrical and are made of 
boiler plate, ranging in capacity from 400 to 1600 
gallons for domestic heating and in larger sizes for com- 
mercial use. The heating of the water is accomplished 
by means of standard immersion heating units inserted 
into the tank through spuds. Other accessories to the 
tank include the flow and return connections, gauge 
glass, safety valve, filling connections from the city 
water supply and a drain. The tank is placed in a 
rectangular inclosure which is constructed of insulation 
board with mineral wool packed inside the inclosure 
around the tank in order that the heat loss by radiation 
from this source shall be practically negligible. 
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Diagram showing the essential features 
and typical arrangement of units of 
an “off peak” electrical heating system 


The electric immersion units, or electrodes, are of a 
standard design which has been used for many years for 
heating water and various other liquids. A threaded 
collar screwed into the spud in the side of the tank has 
fitted to it two copper tubes bent into a hairpin shape 
extending into the tank. Each hairpin tube contains a 
resistance coil made of high temperature resistance wire, 
well insulated from the copper tubes by an insulation 
compound. These heating elements are connected to 
electrical terminals projecting from the front of the 
heating unit collar. This construction permits of an 
efficient transfer of heat to the water and effectively 
insulates the electrodes from the latter. Construction 
is simple and rugged so that very long life is obtained. 

The capacity of the heating elements used for house 
heating installations is 10 kilowatts, the number necessary 
depending upon the size, hours of charging allowed, 
and location. The number usually ranges from three 
to eight for houses between 9000 cu. ft. and 40,000 
cu. ft. of heated content, and they may be connected 
to either 440 volt or 220 volt service. 

Mounted on the outside of the tank inclosure is the 
control panel in a metal box approximately 18 in. x 24 
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ESSENTIAL FEATURES 
OF THE “OFF PEAK" 
HEATING SYSTEM 


1... Tank for the storage of hot water 


2...Electric immersion units or electrodes for heat- 


ing the water in the tank 


3...Control panel containing main switch, and time 
and temperature control switches 


4...Circulation pump 


5...9ystem takes advantage of “off peak" low 


current rate 


6...Water heated by electric current is stored in 
tank as heat source in conjunction with usual heat- 
ing system 


In Fort Wayne, Indiana, the 

Operating cost for a house 

with 28,255 cubic feet was 
$50 a month 


in. in size. This contains the main switch for making 
and breaking the heating circuit, a contactor for con- 
trolling the domestic hot water tank and the timing 
element which controls the hours of charging as well as 
the night and day temperatures in the house in accord- 
ance with the settings made by the householder. The 
assembly is very compact and the space occupied is con- 
siderably less than that needed for the conventional coal 
bin. A floor space of 6 x 10 feet is required for the 
average installation. Small house units can be placed in 
24 square feet of floor space. 


HE time switch apparatus is set in such a manner that 

the tank is charged only during “off peak” periods. 
The public utility designates its “off peak” hours, which 
may be at intervals throughout the day, and the clock 
is set accordingly. The time switch may then be sealed. 
No further setting or adjusting is necessary, as the entire 
control system is under automatic electrical operation. 
The whole heating system is automatic to such a degree 
that only two operations in the heating system are re- 
quired of the householders—closing a switch in the fall 
and opening it in the spring. 

The important question of operating cost is, of course, 
paramount both in the mind of the householder and the 
architect. Before proceeding (Continued on page 81) 
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THE 


READERS 


Have a Word to Say 


ADDITIONAL CREDIT ON MEMPHIS AWARD 


From Atlee B. Ayres, of Atlee B. Ayres and Rob't M. Ayres, 
Architects, San Antonio, Texas 


Editor, The American Architect: I noticed in 
your January issue (page 25) a picture of the Municipal 
Auditorium which was awarded the gold medal at the 
Memphis Exposition. I also noted that you gave us full 
credit for the building while it should have read: Atlee 
B. and Robert M. Ayres, George Willis and Emmett T. 
Jackson, Architects, San Antonio, Texas. I will ap- 


preciate it very much if you will correct this. 


THE BRANCH CHAPTER IDEA 

From Harvey P. Smith, Secy-Treas., West Texas Chapter A.I.A. 
Editor, The American Architect: In reading 
the January issue of the “American Architect’’ I note 
that on Page 39 the item of Branch Chapters is men- 
tioned, but the Texas Chapter which put this idea into 
practice was erroneously named. It is the West Texas 
Chapter and not the North Texas Chapter that has done 
this. 

Mr. Cameron, the President, and myself, as Secre- 
tary, attended the Southern Architectural and Industrial 
Arts Exposition at Memphis and placed our ideas in 
the form of a resolution before the National Board of 
Directors and received their hearty approval of our 
plan. We have put this Branch Chapter on an actual 
working basis in Austin, eighty miles north of here, 
where there were six members of our Chapter. They have 
already added two more since they have actively en- 
gaged in the work as a Branch Chapter and three more 
new members are pending. We feel that it is a great 
idea and would be of a vast benefit to the Institute as 
a whole if all the different states would take this up and 
place Branch Chapters in smaller cities and large towns 
where five or more practising members reside. 


DATA ON SAFE STAIRS 


From J. Bart Walther of the architectural firm Bart Walther, 
John P. Walther and J. Bart Walther, New York City 


Editor, The American Architect: . In the Janu- 
ary issue 1930, of your magazine I noticed an article by 
Mr. George E. Eichenlaub of Erie, Pa. concerning the 
proposed legislation for stairs in public buildings in the 
State of Pennsylvania. This article aroused my curi- 
osity. I determined to test a few stairs myself. Over 
fifty stairs were tested, rated as to ease and comfort, 
and then measured. Surprising as it may seem there 
were few stairs of similar dimensions which were rated 
differently and then other factors such as width, ma- 
terial, and length of flights were different. 

These stairs, although principally in New York City, 
seemed to disregard the local building regulations when- 


62 


ever circumstances warranted. Many conformed to no 
rule that I could formulate, and some of the best stairs 
did not conform to any rule I have heard of. Another 
very surprising thing was the inequality of risers in the 
same flight, some stairs having to go untabulated because 
of the impossibility of determining the true rise. Some 
risers were as much as one-half inch more or less than 
the riser above or below; and these stairs were in prom- 
inent buildings such as the Pennsylvania Railroad Ter- 
minal, the Graybar Building, etc. Naturally 
these irregular stairs were rated as even fair, although 
I did not know what was wrong until they were 
measured. 

My rating differs somewhat from that of Mr. Eichen- 
laub in that no stairs of over six and three-quarter inches 
rise were rated as good; and no stairs with a rise of over 
seven inches were rated even fair. For example, six Sub- 
way stairs were rated and measured. None of these had 
over a seven inch rise and the runs were from ten and 
seven-eights to eleven and three-eights inches, and the 
treads were from eleven and one-half to eleven and 
seven-eights inches, and were at an angle of not over 
thirty-three degrees. The next time you walk up and 
down regular Subway stairs (one not inside a build- 
ing) judge them yourself. They can hardly be rated as 
good or comfortable. Fair and safe—yes—hut hardly 
good; and yet the combination of seven and eleven is 
closely maintained. 

The nearest rules or restrictions which I could devise 
for good comfortable stairs are as follows, all figures 
being inclusive : 


none of 





Riser, between 6”-634” 

Run, between 11”-13” 

Nose, not over 1%” 

Tread, between 12’-14” 

Sum of Run and Rise, between 1712"-1934” 

Product of Run and Rise, between 69-87.6 

Angle, between 23°-3114° 

For fair safe stairs I devised the following restric 
tions: 

Rise, between 534”-7” 

Run, between 101%4”-1414” 

Nose, not over 114” 

Tread, between 1114”-1514” 

Sum of Rise and Run, between 1714’-201%” 

Product of Rise and Run, between 68.8-94.5 

Angle, between 23°-33° 

These are rather free restrictions I know, but there 
were stairs rated as fair which went to the extremes 
of these limitations. There were only three stairs rated 
as worse than fair which fall inside these dimensions 
and in each case these stairs were either well worn (the 
treads pitched from back to front) or else they were 
very long flights uninterrupted by a respectable platform. 

The idea of this investigation was to find something 
about comfortable stairs ; (Continued on page 106) 
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*do ALL contractors 
Condemn all Architects? 


The editorial in the 
February issue of THE 
AMERICAN ARCHITECT 
which prompted Mr. 
Hammond’s letter 





Editor, THE AMERICAN ARCHITECT: 


I wish to advise that I attended the Annual Convention of 
the Associated General Contractors of America and enclose 
copy of Resolution that was passed by that body at this con- 
vention, which answers, I believe, your article “Do All Con- 
tractors Condemn All Architects?” 

The writer, before attending the convention, called meet- 
ings in thirteen of the larger cities of the country and found 
that in almost every instance a fine feeling existed between 
contractors and architects and that Mr. Flagler did not 
express the ideas of contractors as a whole. 

The way is now open for the closest cooperation between 
contractors and architects in the interests of the building 
industry and I hope this controversy brought about by Mr. 
Flagler’s article may be forgotten. 

C. Herrick HAMMOND, 
President, 
The American Institute of Architects 


RESOLUTION No. 9 as passed 
by The Associated General Contractors 
in Convention assembled, New Orleans, 


January 23, 1930 


Whereas... The attention of the Associated General 
Contractors of America in convention assembled in New 
Orleans this 23d day of January 1930, has been called to the 
disapproval expressed by many members of the American 
Institute of Architects concerning an article written by our 
President, T. T. Flagler, which article was published in the 
September issue of the Nation’s Business, a magazine of the 
Chamber of Commerce of the United States, and which was 
republished by a number of the publications sponsored by our 
Association, and 


Whereas... This article entitled, “Give the Contractor 
a Chance” was as stated therein an expression of the personal 
views and opinions of its author and in no way purported to 
be an official act of the Associated General Contractors of 
America, or any of its divisions, and 
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CONTRACTORS 


REPUDIATE 
FLAGLER’S VIEWS 


Whereas... It is the opinion of the Associated Gen- 
eral Contractors of America that the disapproved sections of 
the article in question aimed to point out certain practices 
which were deemed detrimental to both the architectural 
profession and the business of general contracting, and 


Whereas... There appears to exist a widespread 
opinion among architects that sections of the article in ques- 
tion directly attack the integrity and methods of the archi- 
tectural profession as a whole. 


Therefore, Be It Resolved ...That the Associated 
General Contractors of America reaffirm its frequently ex- 
pressed opinion that the architectural profession in general 
carries on its professional duties with a high degree of 
artistic, technical and business ability in conformity to high 
ethical standards, and 


Be It Further Resolved... That it is the opinion 
of the Associated General Contractors of America that such 
lapses from the high standards of practice set up by both 
the architectural and contracting professions as do occur 
during the carrying forward of the highly complex activities 
involved in building construction are highly detrimental to 
the advancement of the construction industry, and 


Be it Further Resolved... That, since we firmly 
believe that the elimination of unsound practices that 
occasionally develop in the relationships existing between 
architects and contractors, can best be advanced by close 
contact between organized architects and organized contrac- 
tors and that joint action between the two groups can be 
further promoted with beneficial results, we take this oppor- 
tunity to correct any impression that may erroneously exist 
that the Associated General Contractors of America holds 
the architectural profession in any but the highest regards 
for its achievements, service, high standards of practice and 
constant desire to promote the best interest of the industry 
and the public, and we hereby pledge the cooperation of the 
Associated General Contractors of America in all movements 
aimed to promote the ethical, business and technical stand- 
ards of the industry, and 


Be It Further Resolved .. . That we hereby express 
our deepest appreciation for the opportunity to hear the 
President of the American Institute of Architects, Charles 
Herrick Hammond, whose thoughtful address to us today on 
the “Industrial Relationship Between the Architect and Con- 
tractor” has brought much new light on the subject and 
encourages us in our own light to eliminate those conditions 
in our industry which make for irresponsibility. 
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ALLIED ARTS 





Shops at the Hoek van Holland, by 
J. J.P. Oud. From “Modern Architecture” 


Modern Architecture 


By Henry Russell Hitchcock, 

Jr. Published by Payson & 

Clarke, Ltd., New York. 

Illustrated; 241 text pages, 

32 plate pages; sise 8%x 
1144; price $5 








Henry 


Russell 
author of “Modern Architecture” 


Hitchcock, Jr., 


HE rise and fall of various architectural styles, be- 

ginning with 1750, is traced in ‘‘Modern Architec- 
ture.” Thus the book becomes an historical record: of 
important buildings and architects from that date up 
to the present. 

The text part of the book is divided into three sec- 
tions. The first covers the age of romanticism, with 
chapter headings such as “The First Half Century: 
1750-1800,” “The First Generation of the Nineteenth 
Century,” “The Second Generation of the Nineteenth 
Century,” “Engineering and Building,” “The Mediaeval 
Revival” and “The Architecture of the Future: 1857.” 

The second part covers the new tradition, with 
chapter headings: “The Transition,’ “The Essence of 
the New Tradition,” “The New Tradition in America,” 
“The New Tradition in Holland,” “The New Tradi- 
tion in Austria and Germany,” “The New Tradition in 
l‘rance, Scandinavia and Elsewhere.”’ 

The third part is entitled ““The New Pioneers,” and 
covers architects of today in France, Holland, Germany, 
and elsewhere. The last chapter in the book is devoted 
to “The Architecture of the Future: 1929.” 

The book is an interesting record of architecture and 
the achievements of architects since 1750, the text being 
supplemented by a plate section containing illustrations 
of buildings erected in each of the various periods dis- 
cussed by the author. 
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Reinhardt Theatre. From “A Book of Theatres” 


A Book of Theatres 


By Joseph Urban. Published by 

Theatre Arts Monthly, New York. 

Illustrated; 126 pages; size 934%x12; 
price $7.50 


OSEPH URBAN, in this book, gives his ideas on the 

theatre, its history and its position in the life of the 
community. He defines the theatre as “a place in which 
to experience a heightened sense of life,” and goes on 
to say, “There are diverse kinds of drama and types of 
production today. Each theatre must be designed for 
a specific purpose. Every type of dramatic entertain- 
ment, opera, drama, revue, and the motion picture, de- 
mands its own kind of stage and auditorium. Climate, 
site, and social usage also play a large part in the de- 
velopment of the current theatre. In the six theatres 
which follow, the effort has been to differentiate be- 
tween the principal elements of dramatic entertainment 
and to find an expression for each appropriate to site, 
climate and use.” 

There then follows a description of the Ziegfeld 
Theatre, New York; the Paramount Theatre, Palm 
3each ; a Metropolitan Opera House, proposed for Fifty- 
seventh Street, New York; the Reinhardt Theatre; the 
Jewish Art Theatre; and the Music Center. The text 
is followed by pictures and plans of each of these 
theatres, printed on one side of the page only. The 
whole makes an interesting record of the work and ideas 
of a man internationally known for the originality of 
his creations. 
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the business From 


Looking west froin 
“The Metropolis of To-morrow” by Hugh Ferriss 


center. 


The Metropolis of To-morrow 


By Hugh Ferriss. Published by Ives 
Washburn, New York. Illustrated; 
144 pages; sise 9%4x12%; price $7.50 

HOSE who know the work of Hugh Ferriss-——and 

what architect does not—will find “The Metropolis 
of To-morrow” something more than an interesting col- 
lection of sketches accompanied by rather fragmentary 
text. Rather will it appeal as a glimpse into the mental 
processes of one who has rendered many of the out- 
standing buildings of to-day and who, through his in- 
timate contact with their architects, has naturally brought 
much of their thinking to a focus in his own thoughts. 
It is quite an obvious corollary that Hugh Ferriss has 
much to give out because he has taken much in. 

His book is divided into three sections. The first 
deals with cities of to-day. It reproduces Mr. Ferriss’ 
renderings of some of the outstanding buildings recently 
erected or under course of construction: the Waldorf- 
Astoria Building, the Chanin Building, the Chrysler 
Building, the Bank of The Manhattan Company Build- 
ing, the Tribune Tower, and a number of others. Each 
reproduction is accompanied by text of a somewhat 
philosophic nature concerning the building illustrated. 

The second section deals with projected trends; that 
is, the tracing of present day trends in design to their 
natural and sometimes obvious conclusion. The draw- 
ings and accompanying text of Mr. Ferriss may seem 
radical or not, according to the point of view of the 
reader. At any rate, he has seized hold of modern build- 
ing in an honest construction sense and _ contributed 
something that is real food for thought. 

The third section is frankly visionary. It attempts to 
solve the problem of congestion wrought by the sky- 
scraper and leaves the question of design of individual 
buildings for that of city planning. He locates and vis- 
ualizes the city from the business center, the art center, 
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the science center, 
and many others in 
this city of the fu- 
ture. Many of the 
thoughts are those 
already being ac- 
tively advocated by 
leaders in the pro- 
fession, But Mr. 
Ferriss has caught 
the ideas with his 
charcoal and 
brought them down 
to a concrete sub- 
stance which makes 
his text seem more 
the record of an 
actual happening 
than a_ visionary 
forecasting. 

All drawings in 
the book, and these 
are about half of it, 
are full page size. 
It is an inspiring 
sort of work, par- 
ticularly for those 
who like to think 
of linking up the actual 
developed future. 





The Waldorf-Astoria Office Build- 
ing, Shreve, Lamb and Harmon, 
architects. From “The Metropolis 
of To-morrow,’ by Hugh Ferriss 


present with a_ logically 





Airport at Berlin, 
From “International Airports” 


Germany, 


International Airports 


By Stedman S. Hanks. Published by 
the Ronald Press Company, New 
York. Illustrated; 195 pages; size 
6x*834; price $5 
N analysis of the airports of Europe and the United 
States made by the author, who is a lieutenant colonel 
in the Air Corps Reserve, is the feature of “Interna- 
tional Airports” of most interest to architects. Colonel 
Hanks enjoyed exceptional facilities for making his in- 
vestigation, as he received the active assistance of many 
leaders in European aeronautics. Consequently he is 
enabled to present much information on the details of 
foreign airport operation that heretofore has not been 
available in published form, including the latest de- 
velopments in layout, principles of planning, operating, 
details of handling traffic and so on. 
The first chapter in the book describes the most 
famous airports in Europe. (Continued on page 110) 
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@ That roofs of Impertat Tiles impart marked distinction to tall buildings is well exem- 
plified by the Smith-Young Tower, San Antonio, Texas. The lower stories are of cream white 
terra cotta; the upper of cream gray brick. The roof is of light green glazed interlocking 
shingle tiles and gives a sparkling finishing color. ImpERtAL Tiles were chosen by the archi- 


tects, Atlee B. and Robert M. Ayres, because of their uniform coloring and perfect glazing. 


LUDOWICI-CELADON COMPANY 
Makers of IMPERIAL Roofing Tiles 


NEW YORK: 565 FIFTH AVENUE 1048. MICHIGAN AVENUE, CHICAGO WASHINGTON: 738 FIFTEENTH ST., N. W. 
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Philadelphia Exhibited Architecture to 15,000 People 
(Continued from page 21) 


“staged” to appeal to the public. It is an idea that 
can apparently be made general in its application to 
secure public attention in practically any locality. It can 
be made the means of bringing about a better under- 
standing of the functions of the architect and a better 
appreciation of architecture on the part of the public. 
For this reason it is of interest to learn how the Phila- 
delphia Chapter and the T-Square Club arranged for 
and consummated an exhibition of this nature. 

These organizations elect yearly a Joint Exhibition 
Board. The board in charge of the Thirty-Second Ex- 
hibition determined that, instead of asking people whom 
architects should be anxious to cultivate and inform to 
come to see their wares, if 
possible their architectural 
achievements should be 
taken, so to speak, to these 
people. Why not put draw- 
ings, photographs and ex- 
amples of executed work- 
manship where people were 
accustomed to assemble and 
would contact them willy 
nilly or perhaps see them 
out of curiosity ? 

The board selected the 
Wanamaker store because 
of its central location and 
because it maintained gal- 
leries for the display of art. 
The managing director of 
the Exhibition was author- 
ized to open negotiations 
with the store officials. It 
was at once apparent that 
these officials would have to be “sold” on so radical an 
idea as giving up valuable display space as well as fur- 
nishing the service that an undertaking of this character, 
of necessity, requires. “Merchandising” the idea did not 
prove insurmountable and negotiations were finally 
closed. The board was immediately given the whole- 
hearted interest and support of the entire organization. 


window, and the working 


PLAN was next prepared of the space available in 

the galleries, and a scheme devised for the system- 
atic display of architectural subjects and allied crafts. 
Following this the gallery was taken over by the chief 
carpenter, the chief electrician and their staffs. 

Much advance notice of the exhibition had been given 
by the local newspapers through the medium of news 
releases, and the advertising department of the Wana- 
maker Store. This, combined with the enthusiasm of 
the architectural and allied professions, resulted not only 
in the ultimate interest of the public, but also in the 
filling out and submission of nearly five times as many 
exhibition entry blanks as had been submitted at any 
previous architectural exhibition held in Philadelphia. 
The number of excellent exhibits received greatly ex- 
ceeded the hanging space made available in the gallery. 
Frantic appeals to the store officials brought forth again 
their splendid spirit of cooperation and resulted in the 
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A window in Wanamaker’s Department store was devoted 
to the display of architectural subjects, a stained glass 


erection of a complete set of winged partitions in an 
adjoining gallery, which even then could not accommo- 
date all of the accepted exhibits. These galleries, with 
their side wall collection of paintings permanently as- 
sembled, made an excellent setting for the display. 


ITHOUT the thorough cooperation of the authori- 

ties of the Wanamaker Store, the exhibition could 
not have been so successful. In further evidence of the 
interest shown by this organization may be cited the pro- 
gram arranged for the private and opening view of the 
exhibition. The store, always closed at night, was opened 
and illuminated for the opening view, which was made 
the occasion of a testimonial 
to the late Milton Bennett 
Medary. An organ recital 
was provided and arrange- 
ments made for assembling 
in the Grand Court on that 
evening. A bank of eleva- 
tors was in operation to 
quickly transport nearly two 
hundred and fifty people to 
the seventh floor of the 
store. The use of the Monu- 
mental Room was provided 
for the banquet. Numerous 
attendants and every facility 
and service was _ provided 
for those invited for the 
opening view in addition to 
those attending the Medary 
Memorial meeting. All of 
this, in addition to suitable 
decorations, was offered as 
part of the store’s participation in an educational and 
informative enterprise, which was probably without 
parallel. 

As previously stated, the store also provided advan- 
tageously located display window space. Operators on 
sixty-four elevators announced to throngs of passengers 
that the architectural exhibition was to be seen on the 
seventh floor. 

An architect was in constant attendance at the exhi- 
bition gallery and acted as “host.” The exhibition was 
visited by past, present and future “clients,” relatives 
of clients, contractors and craftsmen, and by practically 
all architects in the city. Clubs and societies posted no- 
tices and notified their members, many of whom at- 
tended. Members of civic organizations and classes of 
school children with their teachers were there. A group 
of Japanese merchants accompanied by Japanese archi- 
tects attended. Store heads from other cities, including 
one from Canada, were there and went away with the 
statement that they would do likewise in their stores if 
the cooperation of local architects could be obtained. It 
is understood upon good authority that several people 
who attended did so as a means of comparing the work 
of various architects before making a final selection of 
one to handle the individual problem their contemplated 
work presents. 


tools of the draughtsman 
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Among other things, the judges said: “A very difficult 


























in an The Sixth Street Bridge over the Allegheny River at Pitts- 

nmo- burgh was selected by a national jury for the 1929 award in situation has been met with restful and attractive design and 

with the competition established by the American Institute of Steel by a frank use of the structural adaptability of steel.” ... 

y as- Construction, Inc. These awards are made annually for the “Ina singularly clear way it expresses the construction of the 
most beautiful steel bridge completed during the preceding bridge without unnecessary ornament.” . . . “It demon- 
year. They are in response to the growing interest of archi- strates that bridges of steel fully satisfy the requirements of 

hori- tects and engineers in the aesthetic design of bridges. beauty without undue cost in fabricating and building.” 
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STRENGTH ... safety... security... these speedily, with less regard for weather and 
pe spell Steel! Thev are factors determined with greater economy than when any other 
ers not only through experience, but by care- material is used. They can be kept secure, 
aaa ful test and analysis at every step in manu- or can be modernized, reinforced, altered 
chi- facture. And because steel is also so adaptable,so and even removed faster and more economically. 
was 
ves versatile, it offers full artistic expression in the A Technical Service Bureau is at the disposal 
ally , . ‘ 

— design and construction of bridges large or small. _ of architects, engineers, owners and others who 
. Steel bridges and buildings can be erected more have need ef information concerning steel. 
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It The co-operative non-profit service organ- STEEL one on practically every type of steel strue- 
ization of the structural steel industry ture, and provides also in one volume, 
ple of ~ United States and Canada. Corre- “The Standard Specification for Structural 
rk spondence is invited. 200 Madison Avenue, ‘4 T ‘ s 4 Steel for Buildings,” “The Standard Speci- 
. f New York City. District offices in New INSURES STRENGTH fication for Fireproofing Structural Steel 
4 pum. Werecster, Philadelphia, Birming- Buildings,” and “The Code of Standard 
te nam, Cleveland, Chicago, Milwaukee, St. = “ a Practice.” Any or all of these may be had 
ouis, Topeka, Dallas and San Francisco. AND SECURITY without charge, simply by addressing the 
The Institute publishes twelve booklets, Institute at any of its offices. 
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Actual count was maintained of the number of per- 
sons visiting the exhibition. Attendance on the opening 
night was 431. A number of days selected at random 
from the records show an attendance of 947, 919, 706, 
1159, 1160, 1301, 470. The maximum for any one day 
was 1301. The minimum was 470. Saturdays and 
Mondays showed the largest volumes. 


S a result of this exhibition, James T. Grady, pub- 

licist of the Institute, on January 10, issued a 
“Memorandum for Chairmen of Chapter Committees on 
Public Information,” which reads as follows: 

“The Philadelphia Chapter has taken the initiative in 
carrying out a plan for an Architectural Exhibition in 
the public schools. This constructive step is so closely 
associated with the publicity principle that the publicist 
of the Institute transmits this memorandum to the Chap- 
ters urging the adoption by each, of the Philadelphia 


program with such modifications as may be appropriate. 
The Executive Committee on Education of the A. I. A, 
heartily approves of this activity, its approval having 
been formally communicated by Chairman William 
Emerson. 

“Accompanying this memorandum is a copy of the 
official circular of the Philadelphia Exhibition together 
with an explanatory statement by Mr. D. Knickerbacker 
Boyd, chairman of the Committee on Public Information 
of the Philadelphia Chapter. These two documents ade- 
quately interpret the idea, which is going to be promoted 
through nation-wide publicity by the Institute Publicist. 

“Effective local publicity can undoubtedly be obtained 
by every Chapter which enters the educational field in 
this way. The sympathetic response of the Philadelphia 
press to the Exhibition indicates beyond question that the 
newspapers are ready and willing to recognize meri- 
torious public service by the architectural profession.” 


The Gentle Art of Handling a Building Committee 


(Continued from page 31) 


committees. After their formation, competition enters, 
which of course is generally considered strengthening 
in most endeavors, but it is to be remembered that the 
selection of an architect is not the same as choosing a 
favorite football player or popular movie star, but is the 
task of choosing men trained in their particular vocation 
and not for scholastic or athletic prowess. 

The average owner does not understand, unless he has 
been taught by established members of the profession, 
that it requires days of study and work on the particular 
problem at hand, in addition to the years spent in 
preparation for the privilege of properly planning or 
building for others. 

In many instances the owner does not understand in 
the slightest degree the service of an architect and has 
only a faint conception of his own building, so naturally 
we should not lose patience with our committees as they 
are only seeking information. 


FTER considering the location of the future build- 

ings, the approaches and many different conditions 
are studied with many details and, as the work develops, 
emphasis is placed on materials incorporated into the 
building, with construction and mechanical features. 
The working drawings must be complete, co-ordinating 
all branches of the work and making the whole a docu- 
ment conforming to law and becoming the basis of a 
legal contract enabling the building to be completed in 
an entirety. 

It is not contended that architectural training should 
not include study of the English language or several 
languages perhaps, but some feel as if the work or 
thought required of the architect in the life-long task of 
visualization does not develop the use of words or speech 
as readily as that of the lawyer, author, or minister or 
even the average citizen, who has been taught in the use 
of words chiefly in place of figures, proportions, and 
form. So it is necessary for the architect to use some 
medium of expression, perhaps sketches, in order to 
win the committee’s confidence and esteem. 
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It is impossible to avoid competition in some form in 
any stage of success or failure. ‘To cover ways and 
means of securing commissions for architectural serv- 
ices would be far reaching, covering string pulling, 
friendship, and many intricacies. Whatever the rules 
might be in helping the owner choose an architect, we 
try to be considerate in making it easy but with perhaps 
the injunction that the then present applicant might be 
the most appropriate selection. 


U NLESS politics, financial restrictions or other influ- 

ences are brought to bear on the group of gentlemen 
selected for a building program, they will usually choose 
the man or men who, in their judgment, have the best 
background or creditable work to display. Friendship 
often has its place but owners are conscientious and con- 
siderate in this task, usually employing those who seem 
best suited for the work and those in whom they have 
faith and confidence. 

Let us hope that the agent selected serves his client 
well and may add to the spirit and purpose of his prob- 
lem, contributing to the development of his community 
and progress in the art of building. 

It is to be remembered that the earnestness and ambi- 
tion on the part of both owner and architect is to be 
applauded, their work being a struggle for service and 
beauty. Creation of confidence in the architect selected 
for the work will prove advantageous in the end for he 
can originate and do better work in keeping with the 
spirit and requirements of the problem presented by the 
building committee. 





EW houses and apartments will account for thirty- 

four cents out of each construction dollar spent 
during 1930, according to the research department of 
Greenebaum Sons Securities Corp. Public works and 
heavy éngineering projects will absorb twenty-three 
cents, new office and commercial buildings sixteen cents. 
factory and shops twelve cents, educational buildings 
six cents, and miscellaneous types nine cents. 
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acker 
lation 
ade UCKINGHAM UILDING 
noted 
licist, 
ained 
Id in N THIS, one of Chicago’s finest 
‘Iphia and newest office buildings, heat is controlled by 
it the Illinois Thermo-Manual Zone Control with seven 
neri- Master Regulating Valves. 
ion.” Five valves control the main building—one on each side, North, East, South 
i and West, and one valve for the first floor main. Two valves control the tower sec- 
tion, one on the North and West sides, the other on the South and East sides. 
Clock type thermostats are located in the corridors of the building for the control 
of all zones above the first floor. A mercoid thermostat controls the first floor. The 
panel board is located in the Engineer’s office in the basement. 
With Illinois Zone Control, only one Master Regulating Valve is required to 
control each zone. The system is simple. The pump installation is regular. A 
separate pump for each zone is not required or recommended. No complicated 
changes are necessary to install Illinois Zone Control. 
—~ Outside temperatures; direction and velocity of the wind; location and intensity 
in of the sun; the number of occupants and hours of occupancy—all are factors that 
and govern the amount of heat required in various parts of a building—and Illinois 
erv- Zone Control provides for all of these important variables, effecting a remarkable 
ij fuel saving. 
oO . e . . ° 
ing, One report states that during the heating season of 1927-28 with an Illinois 
‘ules Thermo-Manual Zone Control System in operation in a manufacturing plant, the 
we fuel cost was 35.7% less than during the heating season of 1926-27 without Zone 
% Control. Further, the occupants were more comfortable and their efficiency was 
laps increased. 
t be i To illustrate further what can be accomplished in increased economy resulting 
' from the use of Zone Control, the University of Pitts- 
burgh reports a coal saving of $1,980.00 from the use 
of two 6-inch and one 5-inch Master Control Valves 
fAlu- during the season of 1927-28. In many buildings the 
nen installation of Zone Control will save its cost in one 
; heating season. 
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hip | Seven Unit Thermo-Manual Control Panel 
on- for the Buckingham Bldg., Chicago 
em Control boards are provided to give a clear picture of what each 
ave Master Control Valve and Thermostat in a system are doing, 
. and also to give the operator instant individual control of each 
Master Valve if desired. 
The panels are of the unit type. Boards are made up with one 
ent panel for each Master Valve installed up to seven panel boards 
| as illustrated. 
ob- 
ity | 
Partial List of Users of Zone Control Valves 
i- 
Dartmouth College L. C. Smith Building, Seattle 
be Bates College Orthopedic Hospital, Seattle 
University of Pittsburgh Ligget Building, Seattle 
ind BUCKINGHAM BUILDING, Chicago Oliver Building, Pittsburgh Northe-n Life Building, Seattle 
' | Holabird & Root, Architects Farmers National Bank, Central Mfg. District, Chicago, 
tec J. A. Sutherland, Consulting Engineer Pittsburgh 43 Zone Valves 
he Kohlbry-Howlett Co., Alaska Building, Seattle B.& M.R.R Terminal Bldg. 
1€ Heating Contractors. Republic Building, Seattle Boston 
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the Detroit Times Building, provision for overcoming 
vibration was more economically made by constructing 
that section of the first floor slab immediately surround- 
ing the presses somewhat heavier than the remaining 
portion of the first floor slab. Various iron spiral stair- 
cases are scattered around the building connecting some 
one department with a correlated department immedi- 
ately above. This is done to facilitate communication 
between the various departments. 


‘| HE base of the exterior of the building is a Minne- 
sota Pink Granite ranging in color from black through 
greys and greens to delicate tones of pink. Above 
the base the exterior is faced with Indiana Limestone spe- 
cially treated to produce a warm buff tone and finished 
with a sand rubbed surface. The two story windows on 
the main floors are framed in granite, the same as the 
base. Above each of the windows are allegorical medal- 
lions carved in stone, representing radio, photography, 
telephony, aviation, transportation, and printing, all of 
which are pressed into the service of a great newspaper. 
The entrance to the main lobby is through a pair of 
large bronze and glass doors. The floor of the lobby is 
finished in terrazzo of yellow and black, laid in an inter- 
esting pattern. The base of the walls is of Belgian black 
marble. Above the wainscoting the finish is of golden 
veined Saint Genevieve marble, while the pilasters are 
of light golden veined Famosa marble. The entabla- 
ture and cornice are of plaster in dull gold. The ceiling 
of the lobby is decorated in buffs and gold. The window 
openings between the lobby and mezzanine have polished 
steel grilles. The connecting opening directly off the 
lobby is wainscoted in highly polished walnut with plain 
veneered surface. The wall surface above, as well as the 
coffered ceiling, are treated in dull gold. The splendid 
lighting fixtures by E. F. Caldwell Company help the 
effect. Both the lobby and counting room are of a re- 
strained modernization, in keeping with the exterior. 
The floor finish throughout the office sections consists 
of heavy Battleship linoleum laid on the concrete slabs. 
The press room is paved with creosoted wood blocks. 
The composing room, mailing room and engraving de- 
partments have maple floors treated with penetrating oil. 
An interesting problem in the construction of this 
building arose from the necessity of erecting it on the site 
of an existing building wherein the printing presses could 
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Newspaper 
Work Made Easy 


The Detroit Times Building 


(Continued from page 49) 


Allegorical medallions, placed over the 
windows of the Detroit Times Build- 
ing, depict the services that contribute 
to the making of a great newspaper. 
Those of photography and the printing ; 
press are shown at the right and left t ? pan! 4 





not be disturbed until after the completion of the new 
building. The old building was about thirty feet wide. 
To solve this problem the new building was erected 
around the old building, the center two bays of the new 
building being designed to span over the old structure by 
means of temporary trusses. The line of columns be- 
tween these two bays was temporarily omitted, the space 
being bridged over by the temporary trusses, the center 
posts of which were placed on the centers of the omitted 
columns and designed with such carrying capacity as to 
enable them to act as sections of the columns for the 
completed building. The bottom chords of the tem- 
porary trusses were placed at the level of the third floor 
and later became the permanent supporting beams for 
the third floor. The top chords of the temporary trusses 
were placed at the level of the fourth floor and later 
became supporting beams. The diagonal members of the 
trusses were built-up sections so arranged as to permit 
of easy removal after the operation was completed. 


N this manner the new building was constructed to the 

roof level, while the presses in the old building were 
kept in operation. When the new building was under 
roof and the newly installed presses put into operation, 
the old presses and the old building were dismantled, the 
excavation completed, the foundations for the omitted 
columns constructed, and the columns erected. It was 
then necessary to transfer the loads from the columns 
above the trusses to the new columns inserted under- 
neath and this had to be accomplished without shock. For 
this purpose special brackets were built on the inserted 
columns to receive hydraulic jacks. Two one-hundred 
ton jacks were used under each column. The estimated 
dead load of the columns was forced into the jacks to 
produce three results: first, the new foundations were 
made to settle uniformly with the adjacent footings ; sec- 
ond, the stresses were removed from the temporary 
diagonal members of the temporary trusses; third, the 
proper load deformation was effected on the permanent 
columns. Pressure was maintained on the hydraulic 
jacks for a period of twenty-four hours, during which 
time the bottoms of the inserted steel columns were 
shimmed tight to the foundations with thin steel shims. 
After twenty-four hours the pressure was taken off the 
jacks, the columns allowed to take their full load, and 
the temporary diagonals of the trusses burned away. 
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Broad Street Station Building 
of the Pennsylvania Railroad 7 Philadelphia 


This magnificent structure is one unit of the Pennsyl- 
vania Railroad improvement program in Philadelphia. 
It faces the new Pennsylvania Boulevard, which will 
be one of the City’s great thoroughfares. 


Bethlehem Wide-Flange Structural Shapes are used in 
the steel framework of the Broad Street Station 
Building. 

Architects, engineers and contractors have long recog- 
nized the advantages of light weight and economy in 
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fabrication in Bethlehem Sections. Thousands of struc- 
tures of every type the world over have Bethlenem 
Sections in their steel framework. 


BETHLEHEM STEEL COMPANY, General Offices: Bethlehem, Pa. 


District Offices: New York, Boston, Philadelphia, Baltimore, Washington, Atlanta, 
Buffalo, Pittsburgh, Cleveland, Cincinnati, Detroit, Chicago, St. Louis. 
Pacific Coast Distributor: Pacific Coast Steel Corporation, San Francisco, Los 
Angeles, Seattle, Portland, Honolulu. 

Export Distributor: Bethlehem Steel Export Corporation, 25 Broadway, 
New York City. 


BETHLEHEM 


WIDE-FLANGE 


STRUCTURAL SHAPES 
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NEW MATERIALS & EQUIPMENT 


BRIEF REVIEWS THAT MAKE IT EASY 


TO KEEP 





























New Features of Weatherwood 


Insulating Board 
Weatherwood insulating board, made by the Chicago 
Mill & Lumber Corp., Chicago, IIl., is now manufactured 
with a tongue and groove joint for lath work. This 
joint gives what is said to be an almost seamless sur- 
face which may be covered with plaster or other interior 
finishes. It is made in half inch thickness. 


Smoke Detector for Fire Prevention 

Experimental work has been done by the General 
Electric Company, Schnectady, N. Y., in the Holland 
tube, under the Hudson River whereby when the ex- 
haust smoke becomes too dense a photoelectric tube gives 
warning and the attendants put additional fans to work. 
The device consists of a long glass tube with a light 
source at one end and a photoelectric or light source at 
the other. It has been developed for other uses to the 
point where the presence of smoke causes a buzzer or 
bell to operate, thus giving notice of the presence of fire. 





New Siding and Siding Anchors 

A new siding called “Beutect” is being manufactured 
by the Beutect Company, North Tonawanda, New York. 
The siding is of red cedar stained on all sides so as to 
resist the weather. Instead of being nailed, anchors 
are used. These anchors are nailed to the sheathing, 
their top being lapped over the upper edge of the siding. 
The lower part of the anchor consists of prongs which 
are forced into the back of the siding through ham- 
mering on its face against a board. 


Thrush Electric Circulator 


A new heating appliance known as the Thrush Elec- 
tric Circulator has been announced by H. A. Thrush & 
Co., Peru, Indiana. It is an addition to the Thrush sys- 
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IN TOUCH WITH THE 
PROGRESS MADE BY 


PRODUCERS 


tem of hot water heating which gives the user a closed 
and completely automatic heating system with forced 
circulation. The new circulator is stated to be par- 
ticularly suitable where the circulation is slow and tke 
heat irregular. 


Stainless Steel Alloy for Building Use 
A stainless steel made with a dull finish, which it is 
stated will not corrode and will last as long as the build- 
ing, is announced by the Central Alloy Steel Corp., Mas- 
sillon, Ohio. It is known as Nirosta Steel and is a 
German process being produced in the United States 
under license. 





Lumber Loaded a New Way 


A new method of loading lumber for rail shipment has 
been adapted by Weyerhaeuser Forest Products, St. Paul, 


Minn., and is called “cargo-loading.” Cars are thor- 
oughly cleaned, obstructions removed that might dam- 
age the shipment, protective furring strips placed on 
car sides and floor, strips and paper coverings placed on 
end walls to protect lumber ends, and paper covering put 
over the load to protect it against cinders and grime. 
The idea is to keep the lumber clean and undamaged 
while in transit. 


Safety Tread 
The Wooster Safe-Groove Tread, made by Wooster 
Products, Wooster, Ohio, is constructed with a base of 
either rolled steel or extruded brass designed with a 
corrugated surface of open U shaped grooves and dove- 
tailed grooves which are filled with abrasive grits to 
form an anti-slip filler. The anti-slip feature is designed 
to wear at the same rate as the steel walls which hold 

it and is said to be easily replaced. 


Steel Basement Window 
A steel basement window glazed without putty is be- 
ing manyfactured by the Donley Brothers Company, 
Cleveland, Ohio. It is made of hot rolled tees and 
angles, welded at the joints. Glazing is done from the 
inside, the glass being clipped in by special devices. 
Special provision is made to keep out moisture. 
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Chock Full 
of Good Things 
You Can Safely 

Specify 


Thirty-five types and styles of 
Classic Sink Faucets. 


A complete line of Add-a- 
Showers. 


Beautiful Art Chrome Fixtures. 
A new Pop-up Bath Waste. 


A complete bath fixture with 
many exclusive features. 


The new Manhattan Bath Fix- 
ture for 6-inch centers. 


A unique Diverter Valve. 


You’ll have to see the balance to 
get the complete story. 


Mail This Coupon 
For Your Free Copy 


1930 


JUST 
OFF THE 
PRESS 


It’s the biggest, most attractive, most com- 
plete catalog we’ve ever published. We have 
tried to make it more than just a catalog— 
it’s actually a help to you in your profession. 


This new catalog illustrates a wide variety 
of fixtures, many of which have exclusive 
features obtainable in no other line. Any 
architect who will take the time to study it 
will find numerous items that are far superior 
to anything else on the market. For those 
who seek fixtures of unusual merit, here is 
an exceptional opportunity for 1930. 


We cannot begin to tell you about all the 
good things that are presented. You can 
complete the job by mailing this coupon for 
your free copy—76 pages—printed attractively 
in orange and black—every page interesting. 
Get one now—it is properly indexed for 
A.I.A. filing system. 


CHICAGO 
FAUCETS 














A.A. 


THE CHICAGO FAUCET CO. 
2700-22 N. Crawford Ave. 
Chicago, Il. 























Beaux-Arts Studio Apartments Designed and Financed by Architects 


(Continued from page 26) 


The floors are covered with cork tiles which are 
5-16 inch thick; laid random. This cork is subjected 
to an enormous pressure in the factory and it is be- 
lieved will stand up as well as a wood floor. In addi- 
tion to that, it has the advantage of being more at- 
tractive and novel, and of contributing greatly to the 
noise-reducing rental value of the building. The con- 
tractor worked a sanding machine over the floors and 
then used a preparation of stain and wax so that the 
finished floors have very beautiful color and finish. The 
cork flooring is cemented directly to the concrete floor 
slab, thus saving two inches in the height of each story. 
The corridors are also floored in cork. 


N account of a varied demand for different wall 
finishes, every even floor is plastered with a white 
finish coat and every odd floor in a rough brown finish. 
All the baths and pantries, however, are in “hard white,” 
and the corridors in rough texture finish. 

The corner rooms are unique as to windows. They 
are equipped with end windows which wrap themselves 
around the side as well. The main walls of the build- 
ings are set back from the street line eight feet so that 
the end rooms, which are out to the building line, are real 
corner rooms. These rooms have a dimension of thirty- 
one feet in length and, of course, contain all the tricks 
that characterize the typical “one-roomers.” 

The baths are all of one size, five feet by six feet nine 
inches. A new lavatory was designed for these bath- 
rooms which aimed to conserve space and to be a little 
more attractive than the usual wash basins. The tile 
base and the tile floor are in black, as are all the ac- 
cessories and the painting of the bath-room side of the 
doors. The tile is also carried over the top of the 
recessed tub. 

The pantries are likewise all of one size, one foot 
seven inches deep by five feet six inches long. The sink 
is small, giving a drainboard length of about four feet. 
Under the drainboard is a metal closet and an electric 
refrigerator made on a new pattern to accommodate this 
type of pantry. In the upper section of the pantry there 
is a built-in kitchen cabinet. 


HE idea of the design of these pantries is that when 

one opens the double doors and leaves them at 90 de- 
grees to the wall, these doors form the side walls of the 
kitchen and the floor of the foyer is automatically the 
floor of the kitchen as well! The open doors shield the 
food and drink-dispensers from the sight of the occu- 
pants of the living room and only the sound of the 
rapidly agitated shaker proclaims any signs of life from 
the kitchen end of the apartment. 

It is one thing to prepare the good things of life; it 
is another to get rid of them. So the Beaux-Arts apart- 
ments have garbage chutes opening off the corridors, 
down which glazed paper bags (thoughtfully provided 
by the management) are hurled by the hardy house- 
keepers to their proper destination. 

So then, for the lower floors. What of the uppers? 
Well then, they are verily of a truly and wonderful 
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pattern. The studios are a story and a half high, two 
of them equalling three floors of bedrooms. What then 
becomes of the middle space between the top and bottom 
bedrooms? That space, readers, is occupied by a one- 
room. studio apartment, but with an attractive little bal- 
cony in front and with a wood burning fireplace, just 
the kind as has its high-shouldered brother next to it. 

These high studios are as large as thirty-six feet by 
fifteen feet with a clear height of thirteen feet and the 
corner ones have the trick right-angle window used 
below the fourteenth floor. 

The construction of these upper floors was a bit com- 
plicated by the fact that setbacks prevail here, these set- 
backs often coming halfway up the walls of the high- 
shouldered studios. It resulted in many oddments of 
wall surfaces and gives a very amusing and interesting 
appearance in many cases. 

These two-to-three arrangements work thusly: On 
the fourteenth floor, the studio and the bedroom are on 
the same level, but on the sixteenth floor one descends 
seven steps into the studio while the bedroom is still up 
on the sixteenth floor level. There is naturally no space 
on the fifteenth floor but between the bedrooms there is 
the before-mentioned studio tucked away on the fifteenth 
floor. Incidentally, this is something the tenant actually 
has to see before he rents it. 


t} E neat little hide-away arrangement of plan which 

occurs only once in one of the houses is: one enters 
on the sixteenth floor . . . there is the bedroom right 
there; the studio is seven steps down, then one ducks 
down another seven steps and there is another bedroom, 
with of course a direct entrance to the corridor of the 
fifteenth floor! There couldn’t be a more complete run- 
away than that! Think of it... going in on one floor 
and going out on another! Every corporation should have 
its president’s office arranged on some such basis and it 
wouldn’t be bad for us architects either. 

The seventeenth floor is composed of studios and bed- 
rooms of a single height only, while the pent house con- 
sists of one, two and three room suites with vast ex- 
panses of private roof gardens for the happy and sun- 
loving tenant. One gets a rare view of the far-famed 
East River which, of course, is much more satisfying 
at night, when pinholes of light, moving and still, take 
the place of prison and hospital buildings on Welfare 
Island and those drab factories and warehouses which 
still take up the best light and air of our metropolis. 

On the ground floor there is an entrance lobby of a 
reasonable non-loafing dimension neatly done in im- 
ported brown glass held together with aluminum bands 
and stabbed here and there by a most startling door in 
vari-colored metals. These color combinations are re- 
peated in the elevator cabs, the latter being equipped with 
the swankiest of lighting fixtures and with a polished 
steel panel instead of a mirror just to hide from yourself 
your own appearance when you come in at 4 A.M. 

The offices are small and the telephone switchboards 
enormous. It is expected that a large proportion of the 
apartments will be rented by the fair sex who, according 
to statistics, spend most of their waking hours talking 
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A SIDEWALL INSTALLATION OF AKOUSTOLITH SOUND-ABSORBING STONE IN 
TEMPLE EMANU-EL, NEW YORK CITY, IN A GRADATION OF COLOR FROM LIGHT 
AT THE BASE TO DARK AT THE CEILING AND WITH GOLD CERAMIC INSERTS. 


7 7 7 
ROBERT D. KOHN, CHARLES BUTLER AND CLARENCE S. STEIN WERE THE ARCHITECTS OF 
THIS BEAUTIFUL INSTALLATION IN ASSOCIATION WITH MAYERS, MURRAY AND PHILLIP. 


R. GUASTAVINO COMPANY 


40 COURT STREET, BOSTON, MASS. 225 WEST 34th STREET, NEW YORK, N. Y. 


R. GUASTAVINO CO., OF CANADA, Ltd., New Birks Building, Montreal, P. Q. 
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over the telephone to any friends who will listen to 
their conversation. 

The restaurant, known as the Cafe Bonaparte, is split 
up into three rooms, niftily colored; one in blue, one 
in lemon, and one in green. The walls are covered with 
fabricoid puffed up, as it were, by felt underneath. This, 
with the fluted wainscot and the zig-zag grilles in the 
ceiling, is guaranteed to take the mind off the food, and 
in certain cases to entirely take away the appetite! 

The idea of carving up the restaurant into three 
small rooms, as they so often do in Paris, appeals to 
most people as being more intime and the Cafe 
Sonaparte, opened on New Year's, bids fair to be the 
meeting place of the intelligentzia of the neighborhood. 


HE most difficult bit of research work in connection 

with the restaurant was to find a maitre-d’hotel by the 
name of Napoléon, but Douglas Elliman’s chief of house 
detectives located a direct descendant of the Little 
Corporal (we are credibly informed by the press agent). 

Weinold Reiss, that most modern of the moderns, 
outhooded Hood in the design of this restaurant, but 
outside of this frank admission we will positively di- 
vulge no further secrets of the architectural co-alliance 
hetween the accredited (or dis- if you like) architects of 
the building, Raymond Hood, Godly and Fouilhoux and 
the firm of Kenneth M. Murchison. 

The restaurant space in the north building is left 
vacant until we finally determine the ultimate capacity of 
the rent-roll’s appetite, but a complete room service 
kitchen has been installed so no one has to get up out of 
his spring-roller bed for his morning coffee. 

Beside the lobby and restaurant and kitchen, the 
ground floor of each structure is taken up with one- 
room Maisonettes, each having its own front door open- 
ing on to the garden which occupies the eight foot set- 
back. These are probably the only one-room private 
houses in the United States. 

The outside is the one thing worth writing about. 
Why the horizontal stripes? Why the bright railings? 
Why the aluminum bands fastened on the stonework? 
Why the curious awnings? Why the Christmas trees? 
Why are the doormen uniformed like Paris gendarmes. 

We don’t know, except that they are, and that’s all 
there is about it. Raymond Hood went on the theory 


that windows are black in reality, so he made the spaces 
in between the windows, horizontally speaking, of dark 
brick with the result that the general effect of the build- 
ings is like unto a beautiful Brobdingnagian bedticking. 
3ut a lot of the cognoscenti like it and the buildings have 
received this year’s prize given by Building Investment, 
a New York magazine, for the best apartment house 
erected (and not demolished) during the current vear, 

The buildings are really unique, unique in plan, in 
conception and in everything else. You would un- 
doubtedly like to know, being interested in personalities 
of your profession, the identity of those venturesome 
adventurers or buccaneers who launched this craft on 
the troubled seas of investment building. Well. there is 
first and foremost, Mr. Whitney Warren, who stands for 
everything noble and pure in-the profession. The rest 
of the syndicate had best be lumped together, for safe- 
ty’s sake. John W. Cross, of Cross & Cross; Benjamin 
W. Morris of opera fame; Delano and Aldrich, archi- 
tects of the American Embassy in Paris and also of 
most of Long Island; James W. O’Connor, the leading 
specialist on indoor tennis courts and country estates; 
William H. Gompert, late architect of the Board of 
Education of New York, who always has forty-two 
telephone buildings in the office; and Charles Z. Nlauder 
of Philadelphia, now engaged in the innocent pastime 
of designing no less than twenty-two Universities or 
parts thereof. That list, with the addition of the two 
humble designers of the zebra-like structures, constitute 
the honor roll of the architectural participants. 

3ut the perpetrators went further. They got in two 
swell decorator-architects, El F. Tyler and H. F. Bulti- 
tude; a real painter, Arthur Hawkins of the Art Stu- 
dents League; and a big hefty sculptor, Charley Keck. 

Then they kicked out into other fields. They added 
to their roster Messrs. Davis, Symmes & Schreiber, real 
estate attorneys; a couple of unknown realtors by the 
name of Douglas Elliman and Roland Elliman; and 
John Kilpatrick, All-American end of the George A. 
Fuller team. So it is difficult to fix the blame on any 
one person. Nobody knows just why, or how, it hap- 
pened, but they are all standing by, ready to sign on 
for anything else that may come along and all of them 
intrigued beyond words with their terrific plunge into 
real estate ownership and financing. 





Conventions and Expositions 


| 

| March — April International Exhibition of Housing 
and Modern Industrial Applied Arts, 

Nice, France. 

| 

| 


March 3—7 National Industrial Equipment Ex- 
position of the Midwestern Engi- 
neering Exposition, Inc., Hotel Stev- 


ens, Chicago. 


March 15 — 22 National Better Home and Apbart- 
ment Exposition, Madison Square 
Garden, New York; April 14—21, 
New Haven, Conn.; April 22—29, 
Waterbury, Conn.; April 30—May 
7, Hartford, Conn. 


Building Officials’ Conference of 
America, Annual Meeting, Cleveland. 


March 24—28 


March 31—April 2 Annual Meeting, Concrete Reinforc- 
ing Steel Institute, Bon-Air Vander- 
bilt Hotel, Augusta, Ga. 





March 31— April 5 Twelfth Annual Home Show, Grand 


Central Palace, New York. 
April 7—12 Seventh Annual Convention and Oil 
Burner Show of the American Oil 
Burner As., Hotel Stevens, Chicago. 


May 20— October 1 E-rhibition of Modern Industrial and 

Decorative Arts, Stockholm, Sweden. 
May 21—23 American Institute of Architects. 
sixty-third convention, Mayflower 
Hotel, Washington, D. C 


May 26— 30 International Congress of Building 
and Public Works, London. 

June 19 — 30 Pan-American Congress of Archi- 
tects, Rio de Janeiro, Brazil. 

September International Architects’ Congress, 


Budapest, Hungary. 
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Throughout the Country 
Atchitects are including Telephone 


(Convenience in their Plans for new Houses 





SECOND Floor PLAN 





In the home of Mr. Joseph H. Skaggs of Atlanta, Georgia, provision for complete 
telephone convenience is made by nine telephone outlets, including one in the ser- 
vants’ quarters over the garage. Frazier & Boon, Architects, Atlanta, Georgia. 


THE APPEAL Of telephone convenience is country-wide. In the 
South . . . as in the Middle West, the Pacific Coast, or along 
the Atlantic Seaboard . . . architects are planning for it by 
providing sufficient outlets and conduit for telephone service 
in the design of new and remodeled residences. Their clients 
may then have the added ease and comfort that enough 
telephones give, plus the improved appearance of having the 
telephone wiring concealed within the walls of the house. 


Locations for the telephone outlets are usually determined 





in conferences between the architect, the client and a repre- 
sentative of the local Bell Company. The home owner can 
use just those telephone outlets which he needs, and can 
expand or rearrange the service in the future as he desires. 


| 


Architects may consult freely with the telephone company 
in planning for telephone arrangements. No charge is made 
for this service. Just call the Business Office. 
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We 


Need New Materials 


(Continued from page 45) 


is the only one aware of the woeful lack of new materials 
and he must be the vital force in the effort to hasten 
new discoveries. 

To show the great necessity for something with which 
to carry out the feeling of the modern trend in design, 
we find that glass, mirrors, aluminum and interior 
marbles have been recently employed for exterior walls 
to a rather startling extent. They are used not because 
they really solve the design or structural problem, but 
because they allow the designer latitude heretofore im- 
possible. These designers have been forced to use old 
materials in new ways, ways often forced and uneco- 
nomical but free from tradition. 

Shall we sit back and continue to specify what we 
know and have no fear of, or shall we dream and pro- 
duce images of better materials and methods to hand 
over to our colleagues who actually make such materials. 

If the architectural specification writer ever had an 
opportunity to throw off his self-assumed yoke of de- 
pendence, now is the time. The construction field is 
crying for methods which are better, cheaper and con- 
sistent with progress made in other industries. 


UR structures are filled with materials handed down 
from the Egyptians, Greeks and Romans. We 
lather over the finished surface with a multitude of new- 
fangled coveralls. They are of immense value and I’m 
not deploring them, but why can we not find just as 
satisfactory structural materials ? 

Steel is the one big exception to the above and be- 
cause of this exception it makes all the others ridiculous 
in their hopeful assumption of duties never intended for 
them by nature or even man. 

I can say this feelingly for I belong to the class re- 
sponsible for the flat failure to give what construction 
so urgently needs. My point is that although the archi- 
tect cannot hire a laboratory and manufacturing plant 
to achieve these much needed reforms, he can by in- 
sistence cause their birth. If he has the idea or dream 
clearly enough shaped in his mind he can insist that the 
technologists bring to life new products. And his con- 
tacts with material manufacturers and _ technologists 
must be so close as to reflect on them and inspire them 
to produce what he wants. 

Such work on the part of the architect’s specification 
writer will not add to the year’s profits, but unless he 
does assume this leadership now his profits for later 
years may definitely show his lack of foresight. It is a 
matter of self-preservation for him as well as for many 
others dependent on him. We can take this opportunity 
now, but shortly it will be beyond our power to do so. 

Further real progress in architectural design will not 
be made until architects’ specification writers force in- 
dustry to supply new materials or new uses of existing 
materials. It must be granted that a few advanced 
minds are themselves using their imagination to apply 
old materials in new ways. 

To state the problem shows why we now use ancient 
materials, although our lives and habits have been trans- 
formed by this new era of industry, business and ma- 
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chines. Exterior building products must meet nature’s 
demands in our temperate zone during twelve months 
and not show fatigue or failure. That is to say, they 
must be: 

1. Wind proof. 

2. Waterproof (to a certain extent). 

3. Non-conductive of cold and heat (to a certain ex- 


tent). 
4. Resistive to water, air and certain gasses in the at- 
mosphere. 


. Material must be workable at site and in shop. 
. Material must have pleasing finish and texture. 
. Low cost. 

A substance to meet the new requirements and to show 
superiority over old ones should in addition have the fol- 
lowing qualities: 

(a) Shop manufacture in large sections. 

(b) Easy to erect in large sections. 

(c) Lightness of weight. 

(d) Thinness of total wall section. 

(e) Easy to connect to other materials. 

(£) Finish subject to variation as required by the 

individual job. 

So we have difficult, complicated problems to meet be- 
fore products will be found that can cope with all these 
requirements. When we have successfully developed 
such materials a perfect unity may be possible between 
modern design and modern construction. The specifica- 
tions are lagging in the game now and they drag the de- 
signer back and handicap his best efforts. He must 
think in scale with a 234 inch brick course although de- 
signing a 500 ft. tower. We have no flexible medium 
which allows us to omit stone joints or depart in other 
ways from the fine traditions of generations. Of course, 
all media will have their courses but they ought to fol- 
low the structure more closely and not be so definitely 
determined in advance. 


NN uw 


ECENTLY a New York building was built with a 

stone facing of slabs which were in places the height 
of the windows. I’m sure that this radical departure from 
usage and precedent has caused many headaches and 
fears, first in the architect’s office, later in the builder's 
office and then at the shop where the stone was cut. At 
the job probably a good deal of effort was wasted in 
order to set these stones. I have myself heard skep- 
ticism expressed by some of the stone cutters as to 
how long such stones would stay put. The limitations 
of this material were stretched far beyond any use here- 
tofore desired by the designers. Had the windows been 
three or four feet higher what would the specification 
man have done to meet the problem? 

There can certainly be no doubt as to the desirability 
or usefulness of stone and brick but we must also have 
other more flexible substances with which to cover our 
steel frames more speedily or economically and more 
convincingly where the design calls for such materials. 
We limit our designs now by our inability to supply 
proper materials; given such materials we can only 
guess as to the new possibilities in design. 
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Several industries have—some with little effort and 
others after considerable struggle—discarded old 
methods and materials and found new ones suitable to 
their needs. The automobile industry, handicapped by 
the precedent set by the horse-drawn vehicles, took some 
ten years to break away from their initial limitations 
of materials. The radio business, having scarcely any 
background, by dint of much experimentation imme- 
diately set up a brand-new technology which has de- 
veloped steadily along lines set up by the pioneers. Our 
industry is endowed with a very heavy handicap of 
precedent and will break away only through a mighty 
effort. Neither architects nor contractors can be ex- 
pected in their present status to set up experimental 
laboratories. Many of them now find it difficult to fi- 
nance their stenographers and office boys. The asso- 
ciations of architects and of builders, though doing 
fine work, have not found it possible to do research. 
The Federal Government does a great amount of such 


Heating by 


work but it is nearly always along lines that have been 
fairly well developed beforehand. We have left only 
the manufacturers to do this much needed work. They, 
however, are not going to spend great amounts for tests, 
trials and experiments unless the industry vehemently 
lets them know how great its need is. 


HE architect, through the medium of the specifica- 

tion writer, must clearly define his aim and goal and 
set it before the building industry. Such a recommenda- 
tion will fall on deaf ears unless the manufacturers’ as- 
sociations determine to adopt a very broad function for 
the good of the entire trade. They must set themselves 
up on a non-competitive basis to work on these prob- 
lems, each giving to the other and to the trade his 
findings and failures. In time such research may yield 
new methods and materials with which the architect 
may more successfully solve the many problems today 
presented in design and construction. 


Electricity 


(Continued from page 61) 


with an analysis of operating costs in the seventeen 
original installations which were made in houses at Fort 
Wayne, Indiana, it will be desirable to discuss “off peak” 
current which is essential to the economic operation of 
electric heating plants in general. 

In virtually every power plant there are “off peak” 
hours, that is, hours when minimum or negligible use 
is being made of the plant’s facilities, which, however, 
have to be maintained and operated twenty-four hours 
a day. The number of hours varies, of course, accord- 
ing to the nature of the community to which a plant is 
supplying current. In a purely residential community 
there are likely to be many “off peak” hours, maximum 
use of current being made mainly at meal times when 
electrical cooking appliances are being used and at night 
when homes are illuminated. A plant supplying current 
for industrial purposes during the daytime hours and 
mainly for residential illumination at night would have 
fewer “off peak” hours. In such a case the main “off 
peak” period would most likely be from nine or ten at 
night to eight or nine in the morning, with several addi- 
tional hours throughout the day. Many power plants in 
the United States have as much as 17 hours of “off 
peak” periods; in fact many plants have more “off 
peak” than “on peak” hours. 


T is not possible to store electricity generated by a 
power plant; but it is possible and practical now to 
convert low-cost electricity into hot water heat which 
can be stored in insulated tanks for many hours and 
used as needed under automatic control for heating 
systems and domestic purposes. This is the secret of 
economy of “off peak” heating. 

Buying “off peak” current at reduced rates is very 
much like buying the winter supply of coal in the sum- 
mer when producers and dealers are enabled to make 
price concessions. 

There is no loss of heat from this thermos bottle type 
of tank, nor is there any consumption of the electrical 
energy until the system requires it. Consequently there 
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is delivered to the householders full value in British 
thermal units for every cent he pays for electrical energy. 

In New Zealand and certain European countries, par- 
ticularly Switzerland and Norway, much attention has 
been given to the matter of making the load factor of 
power plants more uniform by creating markets for 
low-cost current during the “off peak’ hours. Basle, 
Switzerland, for example, now has a system load factor 
of over 80 per cent as a result of public utility efforts 
to build up “off peak” current consumption. Electricity 
for house heating and cooking fuel is a commodity 
common in Swiss homes. 

Quoting lowered rates for “off peak’ electricity is 
precisely in line with what our telephone and telegraph 
companies have done. These utilities found in some 
cases that their facilities were over-taxed at certain 
hours and that for a major portion of the night their 
equipment was idle. However, the nature of their busi- 
ness was such that they could not close up at night. 
Their patrons demanded twenty-four hour service. So 
telephone companies and telegraph companies accom- 
plished a more uniform use of their facilities by estab- 
lishing greatly lowered rates for night service. In short, 
they quoted “off peak” rates. This resulted in economies 
for the users of telephone and telegraph and increased 
profits for the utilities. What could be more desirable? 
Just as the communication companies have done, the 
electric power companies can bring the public to an 
understanding of how one set of rates is fair and equit- 
able for “on peak” periods and much lower rates for 
“off peak” periods. 

In the seventeen Fort Wayne, Ind. homes, equipped 
with electric heating systems, operating costs from 
October 15 to May 15 (1928-1929) ranged from $200 
to $1200. The heated cubage of these houses ranged 
from 9,130 to 44,840 cubic feet. They were of various 
types of construction—brick, clapboard, stucco on frame, 
stone and frame shingle. Some were well insulated; 
others were not insulated at all. 

The $200 operating charge was involved in a new 
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shingle frame dwelling of 13,690 cubic feet with in- 
sulated walls and ceiling and double glazed windows. 

The $1200 operating cost was involved in a brick 
veneer house with insulated walls and ceiling. With a 
heated cubage of 44,840 cubic feet, it was the largest 
house of the seventeen. 

A house typical of what may be expected under good 
conditions was an old, well-insulated brick house, of 
28,255 cubic feet. In the seven months’ season 35,695 
kilowatt hours were used at an approximate cost of $375, 
or slightly more than $50 a month. 

The “off peak’’ energy rate for this type of heating 
in Fort Wayne is two cents for the first 400 kilowatt 
hours (to cover water heating) used within a month 
and one cent a kilowatt hour for the balance. 


N analyzing operating costs of this form of electric 

heating the general subject of thermal insulation for 
houses must be considered. The best and most com- 
plete application of insulation will reduce heat losses by 
fifty per cent or more. While it is not intended to 
discuss thermal insulation in detail here, it is referred 
to in order to point out the direct bearing which it has 
on operating costs. Thermal insulation acts to reduce 
the heat requirements for a building and this saving 
can be used to the maximum extent only in buildings 
where combustion is eliminated, as in those which are 
heated by electricity. 

New residences can be constructed with insulation so 
as to give a minimum heat loss and the electric heating 
system installed at a total cost not exceeding ordinary 
construction with heating equipment using other fuels. 
To bring this about there can be eliminated chimneys, 
cellars, and anything else not specifically needed for the 
ordinary combustion heating plant and storage of fuel. 

The savings incidental to this form of heating should 
be carefully evaluated in considering operating costs. 
Some of these are: Elimination of janitor charges for 
coal and ash handling; elimination of costs of cleaning 
draperies, curtains and even some of the cleaning of 
the rooms themselves; elimination of stacks or flues; 
reduction of air changes in the house due to the re- 
moval of combustion, and realization of the long- 
anticipated electrified push-button, or automatic control. 

In Florida, where a number of house and water heat- 
ing installations have been made in recent months, a 
rate of one cent a kilowatt hour prevails. 


EATING equipment installed in Florida homes was 
especially designed to meet the peculiar climatic con- 
ditions existing there. The temperature in Florida rarely 
gets to the freezing point, and then only for an hour 
or two. In the vicinity of St. Petersburg, for example, 
where the daily average of sunshine is unusually high, 
the air may be quite chilly in the morning during the 
winter months until about nine o'clock. Up until then 
a small amount of heat is desirable to make homes 
and other buildings comfortable. However, once the 
sun is well up, windows are thrown open wide; heat is 
then not only unnecessary but highly undesirable. After 
sunset there is again a need for heat until bed-time. 
Electrical heating equipment for Florida, therefore, 
had to be of a highly flexible type, capable of being 
turned completely on and off at a moment’s notice. 
This is exactly what was presented in the Hallmark 
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storage type heating equipment. Energy is stored for 
long periods during the twenty-four hours at a com- 
paratively slow rate of charging. It can be released at a 
moment's notice by the operation of either a thermostat 
switch or by a hand control switch in such manner as 
to heat all the radiators in the house in a space of a few 
minutes. Upon shutting off the switch which controls 
the pump the cessation of flow is instant and all the re- 
maining capacity of the storage system is retained for 
future use. 

The equipment used in Florida consists of single or 
multiple storage tanks which can easily be carried in 
through a doorway and set up in a kitchen or garage. 
A number of small cast iron radiators of the usual type 
are placed as needed about the house, and these radiators 
connected to the tank through a small circulating pump 
by means of small tubing which, in some instances, has 
been laid about the baseboards without damaging the 
walls in any way. 

The installation thus made is easily accomplished at 
a figure much less than would be necessary if large hot 
water radiators and the usual type of hot water piping 
were installed. 


HE results of the experience in heating houses with 

“off peak” electric energy should be of real significance 
to the public utility companies as it opens a field for the 
sale of electrical energy of desirable characteristics. The 
load_is ideal for it is strictly “off peak.” It is of unity 
power factor and can, if necessary, be balanced on a 
two or three-phase distribution system. With power 
plant equipment provided to carry the peak load safely, 
a peak load lasting only a few hours and a minimum load 
usually only about one-third of the peak, it is apparent 
that the utilities can generate a considerable quantity of 
additional energy without added plant investment. This 
type of load, therefore, means a more complete utiliza- 
tion of the equipment and a greater net income. 

In any territory, residential customers are the most 
numerous and return the smallest average annual rev- 
enue per customer. The development of electric house 
heating equipment provides a form of load which will 
develop a large number of $25 and $30 a year con- 
sumers into consumers who will pay from $200 to $1000 
a year for electricity. This large amount of energy con- 
sumption is automatically controlled “off peak,” and 
the “off peak” hours throughout the twenty-four may be 
selected by the utility to fit its own particular load curve. 

It is believed that experience will before long justify 
rates of less than a cent a kilowatt hour for electrical 
heating on an “off peak” basis. This will bring the 
operating cost well within, or below, the cost of operat- 
ing heating plants using other fuels. 

When asked for his opinion as to the future of elec- 
tricity as a house heating fuel, a nationally known gas 
executive said: “I believe the day is not far off when 
gas will be used as fuel to generate electricity for house 
heating and other domestic uses.” This statement is 
fraught with deep significance and prophecy. 





HE  Plaster-Model Method of Determining 

Stresses Applied to Curved Beams,” is the title of 
Bulletin 195, issued by the University of Illinois, 
Urbana, IIl., and written by Fred B. Seely and Richard 
V. James. It sells for twenty cents. 
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FLOOR 
\ MATERIAL 


Greece . .. two thousand years ago. We hear the 
snap of the overseer’s lash darting at naked backs of 
panting slaves. Inch by inch, the great block of 
polished stone rises . . . then sinks into place. A new 
temple to the Gods on Mount Olympus is in the mak- 
ing—to be marvelled at down through the centuries. 


America .. . today. In an enormous factory room, 
a giant wheel so tall that it turns men into dwarfs, 
revolves slowly. Beauty issues in an endless stream, 

Beauty (here lies the miracle) which shows no 
trace of its machine origin. 
With no hint of that tire- 
some sameness, that unin- 
spired regularity which 
often betrays the touch of 
the iron workman. 






In the new Karnean 
Marbled patterns in Sealex 
Inlaid Linoleum, colors 
run riot—defy discipline— 
disappear and reappear— 
writhe and twist them- 
selves into unexpected 
shapes and courses. They 
parallel the astonishingly 
gorgeous, accidental 
beauty of Nature! 


The * Foye r” pattern (Sealex Linoleum No. 3104) combines Blue Belge and Italian 
white marbled block effects, a dignified floor adapted to a great variety of uses. At the 


right is “Leonardo” (Sealex Linoleum No. 3225), quite remarkable for its reproduction of 


Coralline Breccia marble, quarried on the island of Scio. 






















Below is illustrated one of the new Sealex designs 
in which these rare marble markings appear. This 
pattern represents a departure from the popular 
“checker-board,” such as that illustrated at the left. 
You will notice that although the veinings of adjoining 
tiles run at right angles, only one kind of marble effect 
is used, resulting in a more restful pattern than those 
floor designs in which more pronounced color contrasts 
are evident. 

On the next page are reproduced a few more inter- 
esting innovations in linoleum design, typical of the 
Sealex floors offered for 1930. 





See next page’? 








ELOW are shown four of the new Sealex Linoleums. 
Hundreds of other patterns are reproduced in our 
new catalog, which we will be glad to send upon request. 


ONDED FLOORS are floors of Sealex Lino- 

leum and Sealex Treadlite Tile, backed by a 
S. Fidelity and 
installed by 


Guaranty Bond issued by the U. 
Guaranty They are 
Authorized Bonded Floors Contractors, located in 


Company. 


the principal cities of the country. 





Only firms of excep- 





BONDED 


MOO SEALEX 


See preceding page 


LINOLEUM AND TILE 


CONGOLEUM-NAIRN INc., 


FLOORS 


BACKED 


“Sea Rock,” No. 


3037 


One of many patterns available 
in the realistic Karnean 
Marbled effects. In the small 
illustration it is impossible, of 
course, to do justice to the won- 
derful coloring and veinings. 


“Zuyder Zee,” No. 


In this and other patterns of 
Sealex Embossed Inlaid Lino- 
leum, each tile is slightly raised 
above the “mortar line’’—giv- 
ing an interesting effect of tex- 
ture and surface. 


2600 


New Jaspé Effects 


The new pastel shades in Sealer 
Jaspé Linoleum will be wel- 
comed by architects who realize 
the possibilities of this subdued, 
yet decorative, type of floor. 
illustrated here are “Rose 
glow” and “ Lake-blue.” 


tional standing in their communities are given 
this Authorized Bonded Floors 
Contractors are the pick of the country’s flooring 
can afford to back 
their installations with our Guaranty Bond. 

General Office: Kearny, N. J. 


authorization. 


contractors—that is why we 
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“Superior to any other Ventilation System” 


66 HE PeerVent Unit System has given satisfactory ser- 

vice in every installation under my supervision, and 
is far superior in every way to any other system used for 
ventilation of school rooms. 


“The cost of operation of the unit system has been proved 
to be less in all instances where antiquated systems were 
removed for the installation of the PeerVent System. The 
Unit System is also a great deal cheaper to install and the 
advantage of having control of each individual class room 
means much, both in economy and efficiency. The best asset 
in heating and ventilating to save tax-payers’ money is the 
fact that each room can be controlled individually and there 
is no need of heating the entire building when required to 
use one or more rooms in cold weather. 


“The PeerVent Unit System has always given the maxi- 
mum amount of fresh air demanded. I specify the PeerVent 
Unit System in all my school work.” 


Most architects know that they can safely specify Peer- 
Vent Systems. 


Peerless Unit Ventilation Co., Inc. 


Bridgeport, Connecticut 
Offices in Principal Cities from Coast to Coast 


Heating and 
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writes 
New Jersey 
architect 
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Looking Back on Fifty Years of Architecture 
(Continued from page 41) 


quality which we can now appreciate in our building 
operations has been due very largely to the efforts, to the 
foresight and the energy of the few great leaders of our 
profession. While a great deal of it is, of course, due to the 
business methods of our great builders, the architecture 
of America today is truly an architectural development. 


FIF TY years ago we had no steel for construction, no 

reinforced concrete, no real illumination even at any 
price, no electricity, no science of steam heating, no 
telephones, no elevators. Cut these factors out of a 
building today and see where we would be. I remem- 
ber in 1882 seeing a 15” beam fall off a truck on Broad- 
way and split longitudinally the whole length. That was 
the kind of rolling we had to depend upon in those days. 
When Tremont Temple was built in 93 we could not 
feel sure of deliveries of steel beams and consequently 
the structure was built wholly of iron furnished by the 
Cooper Hewitt Co., and was, I believe, the last job put 
out in iron. At that time we were also confronted with 
the problem of electric distribution. Remember that the 
electric light was invented only fifty years ago and it 
was several years later before the science of electric 
wiring was applicable for building. 

One of the first houses with which I had to do in 
Boston was to be wired with that innovation, electric 
light. That was in 1882 and instead of any system of 
conduits, the distribution of wires was most simple. 
After the scratch coat of plaster was on the walls the 
architect would locate the outlets, and would determine 
where the wiring was going. Then a workman would 
score a channel in the somewhat soft plaster, run or- 
dinary Underwriters’ wire in those channels, cement 
the wires in place with a few dabs of plaster of Paris 
and then skim over the whole wall and that was all the 
insulation we had. That house is still in existence and 
tests out apparently perfectly well, but of course a con- 
struction of that kind would be absolutely forbidden 
today. Next a system of conduits was devised consist- 
ing of paper tubes which were built into the walls, or 
run through the timbers most any way, and an improve- 
ment was made by casing these tubes with thin brass. 

When we built Tremont Temple in ’93 it seemed as 
if this was not sufficient, and by the way, we could not 
then prevail on any electric contractors to figure on that 
work, simply because there were hardly any then in 
existence, and the contract for the wiring work had to 
be placed with the Edison Company. I interviewed Pet- 
tingell-Andrews at that time as to the possibilities of 
furnishing iron pipe in which to run the wiring, and 
after due consideration they told me that they could 
not furnish such material, the market was not right for 
it and they had none of the fittings, so we had to con- 
tent ourselves with the brass-armored paper conduit, 
which is still in the building, though how much of it is 
waterlogged by this time nobody knows. 


And the plumbing! We simply did not have any. I 


remembered so well my college days. For all of those 
four years I never had a bath in a tub. There were no 
water closets in existence and such a thing as hot water 
service for a building was a luxury not dreamed of. 
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The first precursor of today was the old Jennings closet, 
a hopper with a big body of water and a 4” valve which 
was raised by hand like a plunger and allowed the 
contents of the bowl to escape—sometimes, and some- 
times things got pretty well gummed up and then the 
plumber had another job. 

Henry C. Meyer perhaps more than any other indi- 
vidual developed modern sanitary plumbing, both through 
his manufacturing interests, to which the Meyer Sniffen 
Co. succeeded, and through his able paper, “The Sani- 
tary Engineer,” which later became “The Engineering 
Record.” He found the market all shot to pieces with 
dealers trying to see how light they could make the lead 
work, how inexpensive the pottery and how fragile the 
fittings. He deliberately turned the other way and made 
them just as heavy as the market would stand and as 
durable as he knew how to make them and everybody 
had to follow his example. 

There were some good mechanics in those days and 
much of the plumbing of fifty years ago is still giving 
good service but the system has been almost entirely 
remodelled and so many different factors have been in- 
troduced that the old plumbers, like William Lamb, 
would hardly recognize the work of today. I remem- 
ber as late as 1885 the awe with which we contem- 
plated a solid porcelain tub which was to be installed 
in a Beacon Street house. It had to be lifted in place 
with a derrick and was a pretty clumsy affair measured 
by today’s standards, but it was a good beginning. The 
water closet tank still exists as a hold-over from the 
past. It is an intermittent nuisance at the best and gen- 
erally out of order and the flush valve slowly but surely 
is driving it out of existence. 


| AMERICAN ARCHITECT was founded in 1876. 

That is a little more than fifty years ago. The debt 
which the profession owes to William R. Ware for his 
patient, untiring struggle on behalf of the profession 
cannot be told, but certainly there is no one factor which 
has contributed so much to the development of our pro- 
fession as the labor of those early days of “The Amer- 
ican Architect” when everything was so new and so raw 
and at times so hopeless. He made a brave but a losing 
fight and departed leaving to his successors the task of 
picking up the lines which he had laid down so well. We 
had no draughtsmen in those days. Few architects re- 
member that Ware on his own initiative got hold of a 
clever Scotchman, D. A. Gregg, and trained him until 
he became the leading architectural renderer in this 
country. His technique set a style which is still followed 
by the young men in our schools, and the drawings 
which he left are still almost without peer in the use 
of the pencil and pen. The earlier drawings of Mr. 
Gregg were dry, harsh and uninteresting and it was to 
Mr. Ware and also to Mr. Gregg’s co-worker, Mr. 
Eldon Dean, that we own the brilliant succession of 
draughtsmen who followed. W. W. Bosworth received 
a very considerable proportion of his early training under 
Mr. Ware and his associates. Mr. Ware at one time 
offered a small prize carrying with it travel and study 
abroad and the first winner of this prize was Mr. Albert 
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895 Park Ave., New York 
Sloan and Robertson, Architects 
Thomas O'Reilly & Son, Inc., Builders 

Lange & Noska, Engineers 





<n oBe 


Sloan & Robertson Design New Park Avenue 
Apartment with Gypsteel Pre-Cast 
Floors and Ceilings 


T 895 Park Avenue, New York City, is rising a 
magnificent apartment building, embodying in 
its ny and age a new conception of lux- 
urious living. Sloan and Robertson, Architects, de- 
signed this structure to include the most desirable 
features of comfort and convenience available today. 
Including sound-resisting Gypsteel Pre-Cast Floors 
and Ceilings throughout. 

Exhaustive tests of structural materials have proved 
the efficiency of — as a sound-resistant. The 
Gypsteel Pre-Cast Floor Construction gives two 
layers of gypsum slabs with a dead air space between. 








YPSTEEL 


Other important reasons for the use of Gypsteel 
Floors and Ceilings at 895 Park Avenue are its greater 
fire-resistance and protection of the steel work from 
the effects of heat, the unusual speed of erection and 
the ability to install floors in winter weather. 

No forms are used. Practically no water. There’s 
no waiting for floors to set. All this naturally means 
time and expense saved in construction. 

But these points are only some of the advantages 
of Gypsteel Pre-cast Floor Construction. Glad to send 
you our Floor catalog, telling about all of them. 





Pre-Cast Fireproof Floors and Ceilings 
are made only by this company 
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Kahn of Detroit, who has achived such a brilliant suc- 
cess in his profession. 

The list might be extended indefinitely. My own 
obligation to Mr. Ware is a very great one. With his 
advice he started me right in my professional studies 
and during the years that I was in Europe he allowed me 
to be a continuous contributor to his columns, a priv- 
ilege which I found was not measured by the amount 
of money which it paid me, but rather by the enlarging 
of my horizon and the opportunity to broaden out. 


F IFTY years ago we knew practically nothing about 

steel construction, or even iron. I remember design- 
ing a very heavy girder in 1882 for an addition to R. H. 
White’s store. There was an ancient formula in Traut- 
wine which was supposed to give the required cross 
section of the girder, but in my ignorance I worked 
out the section of each flange and then I carried this 
whole section not only clear across the whole length 
top and bottom, but up and down on each end, prob- 
ably doubling the weight of the girder itself without 
adding to the strength. As I remember it, the girder 
was about 40 feet long and we thought it was some- 
thing phenomenal, for it had to be brought to the place 
by sixteen of Mr. Norcross’ horses,—we did not have 
electric trucks in those days. And then it was only in 
the early ’90’s that steel skeleton construction began to 
be really accepted by the profession. 

I remember in 1891 walking across the Common one 
day when I was overtaken by Walter Winslow, who at 
that time was one of the leading architects in the city. 
He caught up with me, and placing his hand on my 
shoulder, he said, “Blackall, you are a young man and 
I want to offer you some advice. You are just begin- 
ning your career as an architect and you want to avoid 
mistakes. I understand that you are about to erect a 
building at the corner of Washington and Water Streets 
and in that you are about to use that abominable steel 
skeleton construction which has come to us from the 
wild and woolly west. Don’t do it; you are sure to have 
trouble.” “Well,” I said, “what would be the trouble?” 
“Why,” he said, “we know that steel expands with heat 
and contracts with cold, that a column 125 feet high will 
expand during the middle of the day at least 1” over 
its length at night, consequently there will be a move- 
ment up and down, and it is only a question of time 
when the inside plaster will be cracked at every ceiling 
line and the outside brickwork will be shaken loose and 
fall to the ground.” I said, “Well, I am sorry, but the 
frame is all ordered and I am afraid it is too late.” 
Within two years he was using the same construction 
and none of the evils that he anticipated occurred. 

I remember also the statements which were made 
about the 18-story building which Bruce Price built 
opposite Trinity Church on lower Broadway, New York, 
to the effect that this building, which was a tower and 
somewhat isolated, girated in an arc of a circle follow- 
ing the sun and that the vibrations were very per- 
ceptible inside the building. For curiosity some of the 
parties at interest were persuaded to suspend a piano 
wire from the top of the building down through the 
open stair well, a drop of some 16 stories, with a heavy 
plumb-bob at the base. Not the slightest movement of 
any sort was recorded. We still hear even today state- 
ments to the effect that the Flatiron Building will vibrate 


so that the fixtures will rattle inside and the sway of 
the building can be detected from the ground, which, of 
course, is absolutely absurd. Never in the world were 
buildings built so well, so scientifically designed as today, 
and that is all within the last fifty years. 

But one factor which has made these tall buildings 
possible is the elevator. Mr. Nathaniel J. Bradley in his 
day was probably the most influential architect in New 
England. I heard him make a statement in 1882 that 
he did not believe in elevators at all, that he thought no 
office building should be built more than 4 stories high, 
and that if a man was not willing to walk up three 
flights of stairs to his office, he had better keep out of 
business. Then I remember a little later that the wise 
ones maintained that the limit in height to which a 
building could be economically designed was, at the 
most, 18 stories, because in proportion as the building 
increased in height, more elevators would be needed 
until ultimately the elevators alone would occupy the 
entire ground floor. The absurdity of his reasoning 
did not appeal to anyone in those days. The elevator 
people kept right on just the same, increasing the speed, 
increasing the safety, and now there seems to be no 
limit, as far as the elevators are concerned, and a build- 
ing could be 1,000 stories high and yet be well served. 

The suggestion was made many years ago and a 
patent obtained on a system of elevators which would 
run tandem in the elevator wells at intervals of perhaps 
200 feet, going always in the same direction, up on one 
side and down on the other, to operate independently just 
as cable or electric cars are operated now on the street. 
This patent, I believe, is still held by the Otis Co., and 
when we go above 1000 feet for our buildings, possibly 
we may then find that the situation will be met quite 
as the buildings above 18 stories were met years ago. 


N the early ’80’s Mr. Richardson was at the height 

of his power and was dazzling the young men with his 
creations in the style of the French Romanesque. It 
seemed so easy to copy his motifs, to throw in facings 
of pink granite and brown sandstone with dabs of spiky 
carvings at intervals and a few knowing, round arches, 
and for awhile it seemed as if everyone wanted to do 
Romanesque, but before the decade was over the in- 
fluence of McKim had swept design into the noble lines 
of the Roman Renaissance. That was about the time we 
began to build skyscrapers and I remember reading a 
paper at one of the conventions of the American In- 
stitute of Architects which I thought was very know- 
ing, demonstrating that the proper way to design a tall 
building was to give it a strong base, a plain shaft and 
a crowning cornice. 

Mr. Richardson used to say that an architect was one 
who built “cornishes and colyumns” and certainly the 
“cornishes and colyumns” endured for many years. In- 
deed it was only just within the last five or six years 
that the cornice has disappeared from our tall buildings 
and columns ceased to be an architectural necessity. 
Even in the lower and more humble buildings the cornice 
has given way to the plain, embattled top. The change 
has been for the good. The earlier successes, such as 
the Hotel Shelton, The American Radiator Building and 
the Barclay-Vesey Telephone Building, were vigorous 
and notable in every way, but have called out many 
innovations not always showing equally careful design, 
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leaning to the queer and fantastic in detail rather than 
to any reminiscence of the Italian Renaissance. 

Fifty years ago I said we had no schools. That is 
not quite correct, for the Massachusetts Institute of 
Technology was founded more than fifty years ago and 
the name of another Ware is inscribed on the tablets 
of architectural memory. Prof. William R. Ware was 
the father of architectural education in this country and 
was for many years the last, final arbitor on all com- 
petitions, on matters of taste and design. From Boston 
he went to Columbia and put that on its feet, but the 
architectural schools were not the only development in 
architectural education. The Architectural League of 
New York was founded in 1880 by a few earnest 
students banded together for mutual improvement. It 
has come to be a great factor for good in architectural 
education and from it has grown the Beaux Arts So- 
ciety and the Boston Architectural Club, both of which 
have continued for years to exercise a great influence. 


E had no travelling scholarships fifty years ago. The 
Rotch Travelling Scholarship was endowed in 1883. 
The 45th holder of the Scholarship will go abroad next 
spring and the list of men who have held this prize with 
distinction would include some of the most notable archi- 
tects in the country. It was the first travelling scholar- 
ship in architecture. Since then the number of scholar- 
ships has greatly increased until nearly very large uni- 
versity has its scholarship and there are numerous or- 
ganizations which offer opportunities to young men. 
We have gradually evolved from the tutelage of the 
Ecole des Beaux Arts, and while our students still go 
to Paris and still study the methods there used, there 
is a growing feeling that the time has passed by when 
an American can get from Paris the kind of help which 
would be available for current practice. Fifty years ago 
the United States ranked last among the great nations 
in art and architecture. Today some of our European 
critics admit that our architecture leads the whole world. 
Our advancement in architectural practice has not 
been without some drawbacks. In the old days the rela- 
tion between the architect and the draughtsmen was a 
very intimate one. Architectural firms were rather the 
exception and one man was the recognized head of 
the office, doing some of the drawing with his own hands, 
supervising nearly everything and superintending as 
well. Now that condition obtains only to a limited 
extent and only in the smaller offices. Larger organiza- 
tions are business units and include a structural depart- 
ment, which is often quite independent of the design; 
a drafting department, which again has little to do with 
the inception of a building—and a complicated business 
department which has to do with nothing but the func- 
tions of costs and values. The architect in a large or- 
ganization today is isolated from his men. Offices em- 
ploying as high as 200 or 300 draughtsmen are mani- 
festly unable to bring about any feeling of pulling to- 
gether or co-operation, but that very feeling was the 
binding force of the older days. We knew our bosses 
and they knew us. We went to their houses, even some- 
times we picnicked with them and we were given an 
opportunity not merely to copy the drawings which a 
head-draughtsman or head-designer would turn out, but 
actually to try our hands ourselves at portions of de- 
sign and then to talk with the contractors and see that 
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the work was carried out in the building. All of that 
gave to the architecture of the early ’90’s a character 
which is not found in the work of the last ten years. 
We have undoubtedly gained a great deal in monu- 
mental treatment and in business co-operation, but we 
have lost a good deal of the finer touch and the spirit of 
all pulling together which men like McKim, Peabody 
& Stearns or Richardson were able to inculcate into the 
young men who went out from their folds. 

No group of draughtsmen can do a skyscraper to- 
day and have the real fun out of it that McKim’s office 
had out of, we will say, the Madison Square Garden. 
The draughtsman has become simply a cog of the wheel, 
except in the case of the few at the very top. Whether 
this is going to work out for good or for evil, only time 
can tell, but one cannot help a regret for the old system 
where the architect-in-chief was father to all and started 
the draughtsmen as office boys, expecting them to grow 
up with him and not be lured away by higher wages or 
glittering prospects until their education was complete. 
We would not go back to the old ways, but we can 
regret that some of that spirit is so hard to find today. 

And speaking of draughtsmen, there is the ever- 
present question of women in architecture. Our lead- 
ing schools have quietly discouraged women in archi- 
tecture, but they have not taken the snub and their 
number is increasing every year. Some of them do 
admirably, but as one architect put it, you can neither 
damn them nor kick them out, and there is a feeling al! 
the time that they are tolerated rather than welcomed, 
but they are surely in the profession to stay, and there 
seems to be no good reason why there should not be 
plenty of opportunity for women with the right talent 
and the right point of view to fill successfully im- 
portant positions in organizations which go to make up 
a modern architectural shop. A woman architect was 
unthinkable fifty years ago, but we have changed that. 

And finally, alluring as the past may seem in retruspect 
to some of us old-timers, we know that there has been 
no time like today, that the opportunities were never so 
large or so alluring. It is not simply that we build 50 
or 100 stories today where we built 8 or 10 with fear 
and trembling only such a short while ago. It is not that 
we talk in millions where before we talked in thousands. 
It is not that the final problems are so much easier 
solved, but deeper than that, there is the growing ex- 
pression of our civilization through architectural forms 
which has surpassed anything we could have hoped for. 

The real architecture which is finding expression to- 
day is fitted to its purpose, may be eccentric at times, 
is uncertain in details, as all new work is, but is alive 
and throbbing with intense artistic possibilities. We 
thought we were living fifty years ago and we did, 
but ours was a small horizon compared with what lies 
before the well equipped young architect of today. We 
like to think that the past has made the present possible. 

As we look at the future, we ask ourselves, “What 
next!” It requires a vivid imagination to conceive of 
how American architecture can develop as much in the 
next half century as it did in the one which is just 
closing. Surely it will be something wonderful. Surely, 
as Mr. Burnham so well put it, our efforts of today will 
seem puny beside what is coming, and our grandchildren 
will not need to look back to us today to measure their 
own progress. 
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OU need only to know the facts about the Air-Way 
Aeriet to realize that here indeed is the heating 
system for which American standards of living have 
been waiting. 


Be honest with yourself and admit that you have never 
been entirely satisfied with any method heretofore 
known. None available measured fully up to the other 
characteristics of modern residence and office archi- 
tecture. The heating system had not kept pace with 
the other elements in up-to-date buildings. 


Now consider Aeriet. It is wholly concealed within 
walls or partitions. It projects warmed—not hot— air 
out into the room at living level, rather than packing 
heat against the ceiling and forcing it down to where 
the people are. There are no radiators to clutter up 
interior arrangements, nor any smudge on the walls. 


And what is more important than even this better 
distribution, is the economy of operation, the simplicity 





TRADE MARK 


AERIET 












of the automatic thermostatic control, and the 
ease of installation. There are no service problems. 


Aeriet connects to the usual hot water, or steam, 
or electric lines. It is a revelation in heat engi- 
neering that you will want to learn about. That’s 
easy. Simply use the coupon. 


Please send me the Air-Way Aeriet book. 
Name 

Tle 

Firm 


Address .... bet Sia Gehan etki eae ee eae 


AIR-WAY ELECTRIC APPLIANCE CORPORATION 


TOLEDO ~ Heating Systems Division wn OHIO 
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— Vitrolite is gaining popularity daily with architects all over the United States 
because of its adaptability for use in residential bathrooms and kitchens, in 


Bathroom in Detroit, corridors, lobbies, and for toilet partitions in hotels, apartment buildings, office 


Michigan, with Vitrolite buildings and hospitals, store fronts, and wherever cleanliness and permanency 
Walls and Ceiling are desired. Its flexibility of design, due to its many colors, textures, and slab sizes 
PR po a ee ar see makes Vitrolite the ideal material for either conservative or modernistic effects. 








wp nets This fused rock materiai will not stain, craze, discolor, or ever grow dull. A 
| | damp cloth instantly restores its newness. Booklets showing construction de- 
tails and various types of installations sent on request. 


THE VITROLITE COMPANY 


ROOM 1105, 120 SOUTH LA SALLE ST., CHICAGO, U.S. A. FACTORY: PARKERSBURG, W. VA. 


Akron - Atlanta - Baltimore Detroit - Houston - Jacksonville Omaha - Philadelphia - Pitts- Havana - Calgary, Alberta 
Billings - Birmingh + Bost Kansas City - Los Angeles - Mil- TRO burgh - Portland - Providence Toronto - Mexico City - London 
Brooklyn - Buffalo - Cincinnati kee - Mi polis - Nashville Lite ' San Antonio + SanFrancisco Colombia, S. A. - Johannesburg 


Cleveland - Dallas - Denver NewOrleans’ - New York “BETTER THAN MARBLE” Seattle - St.Louis - St.Paul Osaka - San Juan - Melbourne 
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AN OLD PERIOD ROOM WITH A MODERN FLOOR—ARMSTRONG 'S HANDMADE MARBLE INLAID, NO. 68. 


Here's a floor that 
offers both,...... 


ODAY’S home builder finds 
yesterday's architectural effects 
charming, but has little patience for 
old-fashioned housekeeping troubles. 
So the modern architect draws in- 
spiration from the past, and finds an 
Opportunity for originality in creat- 
ing old effects from new materials. 
Many of these architects, builders, 
and designers have used Armstrong’s 
Linoleum for this purpose, losing 
nothing of the original spirit, gain- 
ing much in modern color and con- 
venience. 
There are Handmade Marble Inlaid 
designs that might have been the 


PLAIN JASPE 


INLAID 


work of Old World master tilers, 
Embossed Tile patterns that breathe 
the spirit of the Fifteenth Century 
, yet each is reproduced in the 
most modern of easy-to-care-for, re- 
silient floor material. No matter 
what type of room you are creating, 
no matter what its size, location, or 
purpose, you will find an Armstrong 


Armstron SS 
Linoleum 
Floors 


for every room in the house 


nd EMBOSSED 


also ARMSTRONG’S LINOTILI 


Look for the 
CIRCLE A 
trade-mark on 
the burlap back 


A) 


Floor that will fit in with its atmos- 
phere and its color scheme. 

Let us tell you the rest of this mod- 
ern floor story the hun- 
dreds of attractive designs, and the 
Accolac Process surface that keeps 
them fresh and bright. Send for our 
file-size book of information, includ- 
ing specifications and descriptions 
of linoleum and other resilient floor 
materials. We will gladly send sam- 
ples and colorplates upon request. 
Address Armstrong Cork Company, 
Floor Division, Lancaster, Penna. 





‘Modern floor materials have made 
possible the reproduction of period 
effects with the satisfaction of per- 
manent beauty and ease of main- 

tenance.”’ 
Harry C. Starr, Architect 
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BEADERSHIP 


Curtin leadership in the field of fine tank fittings has been effected through 
the production of long lasting fixtures. Curtin valves and ball cocks, with 
their bronze and Chase copper tube construction perform their work quietly 
and most efficiently, without the corrosion and wear that characterize tank 
fittings of inferior grade. 











Specify the Curtin tank assembly for your best jobs. They withstand cor- 
rosion in sections where alkaline waters prevail. 


A. F. CURTIN VALVE COMPANY 


a Massachusetts 
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Will the Prospect Rent 


(Continued from page 54) 


the renting agent. Many of the sketches prepared by 
the lay-out man provide for the placing of each desk, 
chair, table or file cabinet in position on the sketch. 

At times, even the lay-out man is unsuccessful in hav- 
ing the tenant visualize his offices in certain areas and 
so, through the medium of chalk-line or narrow wooden 
strips, he marks out on the floor of the area to be rented 
the outline of the various offices in actual scale show- 
ing door openings, location of furniture, relation of one 
department to another and in a very few minutes actual- 
ly gives the prospective tenant much more information 
as to the merits of the space in question than can any 
amount of sales talk. 


\V/ HEN the tenant has decided to take space in the 

building, leases are drawn by the renting agent and 
signed and the sketches previously made by the lay-out 
man are then placed in the hands of the regular build- 
ing architects and actual working drawings are prepared 
by them. In many cases the working drawings are 
made by the lay-out man. In that case the architect’s 
contract does not call for the preparation of working 
drawings for the tenant subdivisions. All sketches, 
notations and specifications that have a direct bearing 
on the tenant change are turned over to the architect. 
These he must endeavor to incorporate in the finished 
drawings of the project. 

It often happens that minor changes will be noted 
on the finished drawings when comparison is made with 
the sketches. This is inevitable, and the renting agent 
or building manager should, previous to this time, fore- 
warn the tenant of just such a contingency. The im- 
pression must be conveyed to the tenant that the sketches 
are rather elastic and subject to minor alterations. 
Various reasons are responsible for this: to illustrate, 
it might involve an excessive outlay of money to locate 
a lavatory at a certain place. The solution of course is 
to move the lavatory in close proximity to a wet column. 

It might be well to differentiate between the different 
kinds of columns. Roughly, they might be classified as 
follows: the dry column, the wet column designed to 
take care of lavatory requirements only, and the wet 
column laid out to take care of both lavatory and toilet 
requirements. 

A dry column, of course, requires no piping of any 
kind to run up alongside of it, therefore the necessity of 
any furring is eliminated. It is necessarily a good deal 
smaller than the ordinary wet column. 

The necessity for proper lavatory facilities makes it 
imperative that almost all columns be supplied with hot 
and cold water, soil and vent. In many instances a gas 
line is provided. When for lavatory use only, the soil 
line should not be less than 3” and the vent should be 
of the same size. Most wet columns are of this type. 

The other wet columns requiring provisions for both 
toilet and lavatory facilities usually differ only in the 
size of the soil line and the vent line. This type of wet 
column is usually located in close proximity to a window 
for proper ventilation. 
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Then, too, there is the question of complying with 
the city ordinances. In some cases the limitations of 
room sizes are governed by the code; ventilation, me- 
chanical or otherwise, must adhere to certain require- 
ments, etc. In sketch form these items receive only 
passing attention, but in the preparation of working 
drawings these items become more important and often 
necessitate frequent changes from the original sketches. 

The city ordinance for Chicago, Illinois, insists on 
these specific requirements so far as ventilation is con- 
cerned. The following paragraphs from the municipal 
code cover it thoroughly: 

“In every building hereafter erected for or converted 
to the purposes of this class, every room not otherwise 
specifically provided for in this section when practicable, 
shall have a window or windows opening directly upon 
a street, alley, yard or court. The total area of such 
window or windows shall not be less than 10% of the 
floor area, and at least one-half of each window shall 
be made to open. 

“Tf the total area of the windows is less than 1/10 
of the floor area, or if less than 50% of the window 
is arranged to open, an approved mechanical ventila- 
tion supply system shall be installed for the excess floor 
area, fresh air being supplied at the rate of not less 
than one and two-tenths cubic feet per minute per 
square foot of fioor area. The supply shall be taken 
from the outside air at an uncontaminated source 
through a screened opening at a point not less than ten 
feet above street level, except that if an air washer or 
other cleansing medium, approved by the Commissioner 
of Health, is installed in connection with the system, 
the supply need not be taken from this height.” 

So much for items of this nature. Further rules gov- 
erning the regulations of ante-rooms and reception 
rooms are likewise specified in the code, but sufficient 
space has been devoted to that subject to give one a 
general idea as to what is required in the way of 
providing for ventilation. 


| ET us now assume that the working drawings have 

been completed and approved by the tenant. His sig- 
nature is obtained on the tracing; the building manager 
likewise affixes his signature, attesting that the work- 
ing drawings are entirely satisfactory to the building 
corporation, and that they likewise agree to construct 
the space according to the plans prepared by the lay- 
out man or the architects, whichever the case may be. 

By this time the general contractor presumably has 
his work far enough advanced to turn his attention to 
tenant layouts. He proceeds to move men and materials 
to the space which is to be constructed. While, so far 
as he is concerned, these revisions are important and 
he constructs them according to the working drawings 
proposed by the architect, still his main objective is to 
complete the building as soon as possible. 

At this point the probable condition of the building 
has advanced to this stage: the general contractor has 
now substantially completed his work, leaving the major 
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portion of the space not subdivided. An inspection tour 
of the building would reveal whole floors entirely va- 
cant, clean and glistening with only what is known as 
“wet columns”. Hot and cold water risers, waste and 
vent piping run up alongside the concrete columns. 
These risers are furred in, giving the columns added 
length or width, whichever the case might be. 

In most instances it will be noted that the public 
corridors are already placed, although on some floors 
they have been omitted. The reason for this is that an 
occasion might arise where a tenant might assume two 
or three or even more entire floors. These corridors 
would then be of no material value to him, rather, they 
might act as a handicap as far as his lay-out would be 
concerned. Inasmuch as corridor construction, and 
especially the marble work, represents quite an outlay of 
money, these items are carefully considered by the build- 
ing manager. 


T is imperative that the building manager should have 

a knowledge of building construction. He should like- 
wise possess the ability to read blueprints. This par- 
ticular knowledge will be of value to him now, for to 
a large extent he must take upon himself the completion 
of the remainder of the tenant revisions. His first objec- 
tive is that of building up an organization and of carry- 
ing on to completion the construction work that is to 
follow. He must exercise good judgment in the hiring 
of his men, employing capable foremen who in turn 
must employ competent mechanics skilled in their re- 
spective crafts. 

Materials necessarily play an important role in the 
subdividing of tenant revisions. The modern office 
building finds it poor economy to attempt to use in- 
ferior grades of material. Public taste, as far as the 
newer office buildings are concerned, has been educated 
to a high standard with reference to the interior treat- 
ment of its office buildings and no owner or corporation 
can afford to run the risk of jeopardizing his position 
with the public by the substitution of cheap materials 
in the treatment of its tenant revisions. 

To gain a comprehensive idea of the kind of materials 
essential to a typical subdivision, it might be interest- 
ing to follow the method of procedure in the construc- 
tion of a typical office subdivision. 

After the building manager has received the blue- 
prints known as the working drawings, he keeps a num- 
ber of these in file, one is attached to the tenant’s lease 
and the remainder are transferred to the building fore- 
man. He in turn distributes them to various foremen 
in charge of construction of their particular trades, such 
as the plumber, electrician, painter, mason, marble set- 
ter, etc. 

The carpenters are the fore-runners. They examine 
the plans carefully and begin to mark out with a chalk 
line the location of the various partitions. After that 
they begin the setting of the door bucks. These bucks, 
usually made of Norway Pine, are the “plowed out” 
type which serve to give a strong bond between the door 
and masonry construction. 

The first bucks have barely been set in place and 
properly anchored before the masons arrive. The build- 
ing laborers have anticipated them and have already 
moved to converted places sufficient gypsum blocks or 
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hollow clay tile necessary for the erection of the in- 
terior partitions. 


A AEAN WHILE the plumbers have been busily em- 

ployed at their trade, running the roughing-in to 
the location of the lavatories. These lavatories are usually 
the pedestal type enclosed in a cabinet. These cabinets 
are commonly known as “typical units” and are differen- 
tiated by letters, such as “Typical Unit A”, “Typical 
Unit B”, etc. These units are divided into two types, 
the free-standing type or the built-in type. These types 
may include a single unit or a double unit. The double 
unit is a combination wardrobe and lavatory cabinet. 
It measures approximately 2’0” in width, 5’0” in length 
and 6’0” in height. As indicated, it is divided into two 
parts, one part devoted to wardrobe facilities, con- 
tains a pole and shelf conveniently placed to allow for 
the hanging of wraps, etc. The other part, the unit 
containing the lavatory, is supplied with a mirror above 
the lavatory and a pull chain electric light outlet for 
proper illumination. 

The electricians have been in the meantime channel- 
ing wherever necessary to run their oval duct to the 
locations indicated on the plans. Ceiling outlets in the 
various offices are centered and base receptacles, fan 
outlets, switches and switch plates installed. The hand- 
ling of light fixtures is usually done after the decorating 
is completed. This fixture in most instances is a fully 
enclosed, semi-indirect, translucent one. 

The plasterers have been following closely upon the 
heels of the masons. Either a two or a three coat job 
is used. The three coat job consists of a scratch coat, 
a brown coat and a finish coat. After the plastering is 
completed, sufficient time must be allowed for it to 
dry before the carpenters commence trimming. 

The type of trim used varies in different buildings. 
Modern structures are inclined to use either a gum, 
birch, walnut or mahogany trim. Of the four, the last 
two mentioned are preferable. Both take an excellent 
finish and are readily worked. The trim is usually 
limited to the base, picture mold and casing around 
doors and borrowed lights. Cornice mold and chair rails 
are being largely eliminated in modern offices, the 
tendency being to cut out any items that possess little 
or no decorative value. In many cities the code specifies 
that metal trim be used in preference to wood. 


Artes the carpenters have finished trimming, the 
only remaining work left is the decorating. This is 
usually a calcimine job. A size coat is first applied to the 
ceiling and wall surfaces. Care must be taken to see that 
the plaster is thoroughly dry. This coat may be either a 
hard oil or shellac size, the latter being the most desirable 
where the element of quick drying is to be considered. 
With the completion of the decorations the space is 
ready for occupancy by the tenant. 

While the foregoing may, to the average reader, seem 
to be almost a diary of details, yet it is this very exact- 
ing detail that both architects and owners recognize as 
a great contribution towards the financial success of 
the office’ building. When the interiors of buildings are 
constructed in the order mentioned, it is rare that 
changes are made until such time as the tenant’s lease 
has expired, in which case the premises may have to be 
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tal for happiness. 


by music has a real value. 


























A PUBLIC BUILDING 
THAT CAN TALK! 


Architects today can plan 
a city hall that talks, a state 
house that sends a voice to 
throngs outside. The West- 
ern Electric Public Address 
System amplifies and dis- 
tributes sound. Installed in 
the public meeting room 
with loud-speaking horns 
hung both inside and out, 
it can Carry a voice to many 
thousands of listeners. 

In buildings of all kinds, 
many uses of the Public 
Address System suggest 
themselves. Architects are 
specifying it for hotels, hos- 
pitals, schools, clubs and 
auditoriums. 

A feature of this equip- 














For hotels—paging by loud- 
Healing speaker. And a hundred 
other uses — all important. 





An auxiliary fire alarm in 
schools. Line of march can 
be switched. Other uses, too. 


clubs, hotels, etc. 
ment which is of particular 
advantage to large buildings 
is that it distributes sound 
to any number of rooms 
desired. 

For full information, con- 
sult Sweet’s Catalogue. Or 
send for interesting book- 
let to the distributor, Gray- 
bar Electric Company, Gray- 
bar Building, New York, 
New York. Offices in 73 
principal cities. 


Western Elecfric 








In convention halls and 
auditoriums, Public Address 
brings every word to all. 





PUBLIC ADDRESS AND MUSIC REPRODUCTION SYSTEMS 


Distributed by GRAYBAR Electric Company 
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On with the dance! An espe- 
cially popular application for 














It hooks up with radio. 
Brings into a building every- 
thing that’s on the air. 

























































readapted for the occupancy of a new tenant. Even then 
great savings have been established, as in many instances 
it has been proved that the original office will be ac- 
cepted by a new tenant as it was originally constructed. 


HOWEVER, there are still problems to be met and 

considered in the construction of space. A wide dis- 
crepancy of opinion still exists as to the many condi- 
tions that present themselves in tenant subdivisions. 
For instance, in the preliminary stages of design, the 
question of column spacing determining the width of 
offices is important. Columns spaced 17 feet on center 
will readily subdivide a space containing two small pri- 
vate offices and a reception room. These are what are 
usually known as the minimum sized offices and measure, 
inside dimensions, approximately 8’6” x 14’0” or there- 
abouts. Each private office has a window giving suf- 
ficient light and ventilation. Inasmuch as fully twenty- 
eight percent of the offices rented take approximately 
500 square feet, due consideration should be shown 







cent is considered sufficient, a thickness of 3.2 in. of 
insulation should be used, whereas at a desired 35 per 
cent return, the thickness of insulation becomes zero. 

Although under ordinary circumstances a high re- 
turn on the expenditure involved is desirable, the same 
fundamentals do not apply in the case of investments 
in insulation as in the case of investments in collateral 
securities. A certain amount of insulation is requisite 
in most cases to reduce the heat losses of the building 
to a point where the fuel consumption will not be ex- 
cessive. A lesser thickness might not be sufficient to 
adequately retard the passage of heat through the walls 
or roof of the building, under which circumstances the 
owner would merely be buying more heat from year 
to year in the form of fuel, instead of making the 
original expenditure for insulation. In other words, 
it is a matter of balancing “the original cost” of the 
insulation against the “upkeep” in fuel. 

Considerable difference of opinion exists as to what 
constitutes the proper return on the investment for 
problems of this nature. Obviously, too much as well 
as too little insulation can be used. If too much in- 
sulation is used, the return on the investment will not 
be sufficient for the expenditure involved. -If too little 
insulation is used, there will be an extravagant loss of 
heat. Money is usually worth about 6 per cent, and 
some believe that the estimated return for the invest- 
ment in insulation should be not less than 10 per cent, 
whereas others are of the opinion that 20 per cent is 
the minimum to be expected. Still others feel that 
even more than 20 per cent should be expected for an 
investment of this type, even when bearing in mind 
the foregoing statement regarding the extravagant loss 
of heat with too little insulation and the corresponding 
high return. The author generally has used 20 per 
cent as the economic basis. 

If, in certain cases, the thickness of insulation re- 
quired is found to be say % in. based on a return of 
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How Much Insulation to Use 


(Continued from page 29) 





the tenant who desires this amount of floor space. 

Then the item of attic stock is significant. By this is 
meant the surplus material turned over to the build- 
ing manager by the general contractor upon completion 
of his contract. These items usually consist of trim, 
plumbing fixtures, electrical fixtures, etc. An inventory 
of these items must be carefully made and the list of 
attic stock kept up to date. In this way the building 
manager can keep himself fully informed as to what 
items he has immediate need of, and it enables him to 
place his orders accordingly. In this manner he can 
avoid a loss of time as far as construction is concerned. 

There seems to be a growing tendency to use metal 
instead of the usual tile and plaster partitions. Whether 
these partitions will eventually take the place of the tile 
partitions is problematical. At least it will be interesting 
to know developments in this line. 

Much more could be written in regard to this subject, 
but this in general gives an idea as to some of the prob- 
lems encountered in tenant layout subdivisions. 





20 per cent, and the nearest commercial thickness of 
the insulation contemplated is % in., the problem can 
be reversed and the return determined for this thick- 
ness by substituting the proper values in the formula 
and solving for r. As previously stated, however, the 
value of z (the cost of insulation) used in Formula (1) 
should be based on a 1 in. thickness of insulation, even 
though the material under consideration is not manu- 
factured or installed in that thickness. A simpler 
method of determining the return on the investment r 
is to substitute the proper values in Formula (2). It 
should be noted that z' is the additional cost per square 
foot of the insulated wall as compared with the unin- 
sulated wall, and takes into consideration the cost of 
the thickness of insulation installed and not the cost 
per inch thickness per square foot. 
r=42x(U-U;)x(t-ta) xc 


ol 


~ 





where 
U; = coefficient of transmission of insulated wall in 
B. T.U. per hour per square foot per degree 
Fahrenheit difference in temperature. 
z' = additional cost of insulated wall U; over unin- 
sulated wall U, in cents per square foot, for 
the thickness of insulation installed. 


T is generally understood that cold climates require 

more insulation than warm climates. This fact is very 
clearly shown by Fig. 4. The average temperature dur- 
ing the heating season in Chicago, according to Weather 
Bureau records, is 36 degrees, and for the conditions 
assumed in the original problem a 1 in. thickness of in- 
sulation would be required. If the same building were 
located in Memphis, Tenn., where the average temper- 
ature during the heating season is 50.9 degrees, no in- 
sulation would he required according to Fig. 4. This 
does not mean that insulation should not be used in 
Memphis, Tenn., but it does mean that for the condi- 
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~ SLRENGTH 
AT NO EXTRA COST 


The Koll Lock-Joint principle, originated 
and developed in the Hartmann-Sanders plant, 
provides the greatest amount of columnar 
strength, which means Jasting beauty. The 
joints simply cannot come apart. There is no 


additional charge for this patented feature ex- 
clusive with Hartmann-Sanders. 


Hartmann-Sanders columns are also architect- 
urally correct even to the finest details of flut- 
ing, tapering and finish. 


In addition to Koll Lock-Joint 

















1. 
2. 
3. 
Swell 
tapered 4. 
upper 4% 
PPs 7 5 
length. 
6. 
¥e 
8. 
Straight 
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Architecturally 
correct 

















You are invited to send for 
catalog 48 of columns or 
catalog 53 of Colonial en- 
trances. 


Columns Hartmann-Sanders also 
supply finest quality exterior mill 
work including such things as 
cornices, pilasters, etc. 


Koll lock-joint columns cannot come 
apart 

Not a knot in ten thousand Koll 
columns 

Correctly proportioned, according to 
the five orders of architecture 

Also made to architects’ detail 


. Asphaltum paint waterproofing inside 


all large columns 

Ventilated plinths, wood or cast iron, 
the latter recommended 

Staves same thickness full length of 
shaft, for maximum carrying strength 


Workmanship and lasting qualities 
fully guaranteed 


Send for catalog 





HARTMANN-SANDERS CO. 
Factory and Showroom: 
2154 Elston Avenue, Chicago 


Eastern Office and Showroom: 


Dept. W, 6 East 39th Street, New York City 


COLONIAL ENTRANCES 


HARTIMANN-SANDERS 


KOLL COLUMNS 
ROSE ARBORS 


PERGOLAS 
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tions assumed for this problem no insulation is required, 
if a return of 20 per cent is expected. It should be 
remembered that insulation is valuable in a warm 
climate in: keeping the building cool during the hot 
weather, and that the value of the insulation for this 
purpose cannot readily be measured in dollars and cents, 
or in any other tangible way. 

The average temperature in Duluth, Minn., is 25 


sulation, while if the cost is high, the conductivity must 
be low. This would preclude the use of structural ma- 
terials such as brick, stone and concrete as insulations 
since the cost-of these materials for the degree of heat 
resistance obtained does not warrant their use for this 
purpose, where insulation is the sole requirement. 

It will be noted from Fig. 6 that if an insulation has 
a conductivity of 0.45 and costs 10c per square foot per 


degrees, and hence approximately 
1.7 in. of insulation would be re- 
quired for the same conditions 
that require 1 in. in Chicago. 
Devils Lake, N. D., with an aver- 
age temperature of about 20 de- 


Average Outside Temperature 


During Heating Season for Various 
Cities in the United States and Canada 


inch, only a % in. thickness is 
warranted from the economic 
standpoint, whereas if the con- 
ductivity is 0.33 and the cost the 
same, a 1 in. thickness is justi- 
fied. If the conductivity is 0.25, 








grees would require more than AVERAGE the thickness is about 1% in. 
2 in. of insulation. “= dee: for a return of 20 per cent. It 
It is obvious that a building PROVINCE Gry MAY1 should be pointed out, however, 
having thin walls of low heat re- Pia. gs . 6x een Birmingham . 53.9 that a greater thickness of a ma- 
sistance—that is, high heat trans- California ......... _ Francisco 54.3 terial of high conductivity is 
mission—would require more in- - osaer la pbs eae asa Se on required to provide the same de- 
sulation than one having thick District Columbia... Washington . 43.2 gree of heat resistance as a mate- 
walls of high heat resistance. eee Atlanta ..... 51.4 rial of low conductivity. 
This fact is also borne out by Illinois ........... Chicago ..... 36.4 In the foregoing discussion, no 
Fig. 5, which shows the relation i. or ececeeree a : me consideration has been given to 
between the co-efficient of trans- Merdend piericteiy Saltire 43.6 the effect of the saving in radia- 
mission of a wall (which is gov- = Massachusetts ..... Boston ...... 37.6 tion upon the thickness of insu- 
erned by the type of construction Michigan ......... Detroit ...... 35.4 lation required, nor to the com- 
and materials used) and the ee idan: ay sige =e bined effect of the saving in fuel 
thickness of insulation. An 8 a wok Was Buffalo . ... $47 and the saving in radiation upon 
in. concrete wall without interior | New York ........New York.... 403 the thickness required. Both of 
or exterior finish, for which the Ohio ............. Cleveland 36.9 these savings usually have a 
value of U is 0.512, would re- Ohio ............. Columbus 39.9 definite tangible value which can 
quire nearly 4 in. of insulation, 9 Sales: eee au ry be directly evaluated and which 
as compared with about 2/4 in. Senenghupaia ee ... 408 therefore have a bearing on the 
for an 8 in. solid brick wall with- | Rhode Island ...... Providence .. 37.6 thickness of insulation required. 
out interior or exterior finish Tennessee ......... Memphis .... 50.9 The saving in radiation, of 
(U = 0.385), and about 1 in. for wee sAgvereeeees coral aa course, applies only to the initial 
the same wall with an air space Washington ahead ‘Soo as installation and does not continue 
and metal lath and plaster as in- = Wisconsin ......... Milwaukee 33.0 to pay a yearly return as does the 
terior finish (U = 0.261). This British Columbia...Vancouver ... 41.7 fuel saving. Hence, if the thick- 
thickness would also be required — ste eeeeee oe 17.2 ness of insulation were based 
for the standard frame wall con- oe A sp pnp sal pide ¥ solely on the radiation saving, 
sisting of wood siding, building Yukon ............ Dees ..... 16 only a thickness which would 


paper, sheathing, wood lath and 

plaster, for which the value of 

U is 0.262 according to the 1930 edition of the American 
Society of Heating and Ventilating Engineers Guide. 

In the same way, the thickness required for any wall 
can be determined for the conditions involved by refer- 
ence to Fig. 5, or for any other set of conditions, by 
substituting the proper values in Formula (1). The 
A. S. H. V. E. Guide for 1930 contains coefficients of 
transmission of over 1200 types of construction. 

An interesting deduction relative to the limiting value 
of the conductivity of an insulation can be made from 
Fig. 6. According to this figure, if the cost of an in- 
sulation is 10c per square foot per inch of thickness 
installed, its use is not warranted if the conductivity 
is higher than 0.58. Any variation in the cost of the 
insulation would result in a corresponding variation in 
the limiting value of the conductivity, a lower cost per- 
mitting of a higher conductivity and vice versa. Hence, 
unless a material of high conductivity is sufficiently 
low in cost, it cannot be used economically as an in- 
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exactly be paid for by the sav- 

ing in radiation would be war- 
ranted, since under these circumstances there would be 
nothing gained by paying more for insulation than 
would be saved in radiation. Hence, in solving such a 
problem, it is necessary to determine the theoretical 
thickness of insulation for which the cost would exactly 
be balanced by the saving in radiation. 

The coefficient of transmission of a wall having this 
thickness of insulation should then be determined, and 
the additional thickness of insulation required based 
on the fuel saving should be determined by substituting 
in Formula (1) the value of U thus obtained. The 
correct thickness of insulation to use would be the sum 
of the two thicknesses. 

If, however, both the radiation and fuel savings are 
taken into consideration in determining the correct 
thickness of insulation to use, the problem becomes 
somewhat complicated and there is doubt as to whether 
this degree of accuracy is warranted in most cases, par- 
ticularly in view of the many variables of questionable 


THE AMERICAN ARCHITECT 


~~ a EST 6S hULmh.hC«*SS 





roof 


whose beauty ENDURES! 


++ a shingle 





The new club-house of the Ansley 
Park Golf Club, Atlanta, Geor- 
gia. For the roof, Mr. Wm. J. 
J. Chase specified blue-black 
Carey Asfaltslate large-size 
shingles . . . insuring overhead 
protection of permanent, lus- 
trous beauty. 


cAsk us about 


Careystone Asbestos 
Shingles 

Carey Asbestos Built-up 
Roofs 

Carey Feltex Built-up Roofs 

Carey Roll Roofings 





“AND, for the roof...Carey As- 

faltslate Shingles!’’ Whether 
club-house or fine home. . . that’s 
the way Mr. Wm J. J. Chase, prom- 
inent Atlanta architect, specifies 
overhead beauty and protection. 


Like thousands of good archi- 
tects . . . he knows Carey’s half- 
century reputation in the building 
and roofing industry. He knows 
that Asfaltslate Shingles are made 
of Carey felts and Carey-refined as- 





stays put! 











phalts weather-proof-surf- 
aced with Carey-quarried slate. 
Beautiful, stay-put shingles. Fire- 
retardant. Big. Applied in triple 
thickness for deep, shadowy, 
modern effects. 


Colorful, too. Indian Red, Silver 
Green, Blue-Black, Sage Green, 
Chocolate Brown, Golden Brown, 
Delft Blue and Spanish Red. Bundle- 
blended, so that the most artistic 
combinations are obtained auto- 
matically as the shingles 








TE 
GLES 


are unpacked and applied. 
Write. We'll send you sam- 
ples and full information. 














THE PHILIP CAREY COMPANY .- Lockland, CINCINNATI, OHIO 
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magnitude involved. Since more radiation is required 
for hot water heating systems than for steam heating 
systems, the item of radiation would have a greater 
bearing on the thickness of insulation required with the 
former than with the latter. On the other hand, the 
saving in radiation is of little importance with most of 
the indirect types of heating systems and, with warm air 
systems does not at all enter into the problem. 


= foregoing statement should not be construed as 
meaning that the saving in radiation usually should 
be ignored when a building is insulated, for in many 
cases this is an item of considerable importance. It 
does mean, however, that the fuel saving usually is a 
sufficient index of the proper thickness of insulation 
to use when this thickness is based on Formula (1). 

There are certain special cases where the results ob- 
tained by the use of Formula (1) would not be wholly 
consistent because of variations in construction result- 
ing from the installation of the insulation. Case I, In- 
sulation used in place of other materials:—The rigid 
or board forms of insulation are frequently used in place 
of wood sheathing or wood lath in building construc- 
tion. The proper procedure under the circumstances is 
to determine the return on the investment r from For- 
mula (2) for the minimum commercial thickness of the 
material when used either as sheathing or plaster base. 
If the value of r is more than 20 per cent or whatever 
the minimum acceptable return may be, a greater thick- 
ness is warranted. 

The same procedure should then be followed using 
the next commercial thickness of the insulation under 
consideration. For rigid type insulation, this thickness 
would in most cases consist of two layers of the mini- 
mum commercial thickness, one used in place of the 
wood sheathing and the other used in place of the wood 
lath. If the return on the investment is still too high, 
the process should be continued, adding successive thick- 
nesses of the product under consideration until the value 
of r is approximately 20 per cent, or whatever the mini- 
mum acceptable value may be. 

It should be understood that the rigid or board forms 
may be installed in such a manner that they are not used 
in place of other materials, and the problem would there- 
fore not be a special case. For example, the rigid in- 
sulation is sometimes installed against the sheathing 
under the exterior finish, in which case, the value of y 
would be determined directly from Formula (1). Rigid 
insulations are sometimes used in old buildings for 
renovation purposes and applied to the interior surface 
over the existing plaster finish. Formula (1) would 
also be used in this case. 

Case II, when the insulation is installed in such a 
manner as to increase the number of air spaces in the 
construction :—Flexible insulations, such as the so- 
called felts, quilts and blankets, are sometimes installed 
between the studding, joists or rafters in frame con- 
structions in such a manner as to add an air space to 
the wall or roof. Rigid insulations are also installed in 
this manner in some cases. The procedure to be fol- 
lowed for determining the correct thickness of insula- 
tion to use is similar to Case I, which consists of a 
“cut and try” process involving the use of Formula (2). 
The minimum commercial thickness of the product 
under consideration is used first, and the process cun- 
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tinued until the return on the investment obtained from 
Formula (2) is of approximately the proper value, e.g. 
20 per cent. 

Case III, When the insulation is installed in such a 
manner as to fill or occupy an air space:—The problem 
is somewhat different with “fills,” which come under 
Case III, for they frequently can be installed in only 
one thickness. In frame construction, this thickness 
usually is 354 in., the width of the studding. Since it 
is not possible in most cases to vary the thickness to 
obtain the proper return on the investment, there are 
only two conditions possible, that is, it either pays to 
use fills or it dues not, depending upon the cost of the 
insulation, the efficiency, and the return on the invest- 
ment. If masonry construction is used, it is possible 
to vary the thickness by changing the width of the fur- 
ring strips, but if frame construction is used, the only 
means of varying the thickness is to baffle the space 
between the studding and to fill with the insuiation one 
of the spaces thus created, but the expense involved 
usually would not warrant doing so in most cases. 
Furthermore, the problem would not be a special case 
under these circumstances, for the number of air spaces 
would not be changed. 























ONCLUSION :—The proper thickness of insulation 
to use for the walls or roof of a building has been a 
subject of speculation among architects and engineers 
for some time. Up to the present time the thickness 
used has been governed largely by the recommendations 
of insulation manufacturers. These recommendations 
naturally have been influenced largely by the type and 
thickness of material promoted and sold by each indi- 
vidual manufacturer. The correct thickness to use de- 
pends on many factors which include geographical loca- 
tion, cost and efficiency of the insulation, cost of fuel, 
type of construction, and return on the investment. All 
of these factors, excepting the return on the invest- 
ment, can be determined with reasonable accuracy. The 
amount returned on the investment is arbitrary, and 
although dictated largely by judgment, is fixed within 
comparatively narrow limits by common sense. In 
most cases about 20 per cent is a satisfactory figure, but 
a lesser thickness will give a greater return and a greater 
thickness a lesser return, other things being equal. 
Strictly speaking, the saving in radiation should also 
be taken into consideration in determining the thickness 
of insulation to use, but it is usually sufficient to base 
the thickness on the fuel saving alone. The radiation 
saving should, however, be taken advantage of. Fre- 
quently it is an item of considerable importance. 
There are certain special cases where it is necessary 
to deviate from the procedure set forth, but the solution 
of the problem is equally simple for these cases. 








The elevator signal light for the Abraham & Straus 
department store, shown on page 43 of the February 
issue of THE AMERICAN ARCHITECT, was modeled by 
Maxfield Keck under the supervision of the architects, 
Starrett and Van Vleck. 





The model of a house illustrated on page 27 of the 
December, 1929, issue of THE AMERICAN ARCHITECT 
was made under the supervision of William La Zinsk, 
architect, from sketches drawn by him. 
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| MODERN 
| WALLS::: 


BEAUTIFUL 
AND 
DURABLE 


OLORFUL richness... modern 
textured finishes... beauty 
combined with utility. These 
desirable features of interior 
walls are easily obtained by the 


use of BEST BROS. Keene’s 








MEDICINE LODGE 
Cement. @ As far back as 40 KANSAS. 


years ago this gypsum cement 
had won a reputation for durability, 
strength and workability. Today, in ad- 
dition to having those necessary qualities, 


BEST BROS. Keene’s Cement readily 


AN“ARCHITECT IS “AN“INVESTMENT— 
en ee 





Refectory in the Memorial Union Building, University of 
Wisconsin. Architect: Arthur Peabody. General Contractor: 
Pfeffer Construction Co. Plastering Contractor: George Thill. 


answers the demand for the modern 
textured finishes... for color... for the 
splendor and charm of the more ornate 
decorative effects. @ There is rarely a plas- 
tering job in the realm of building where 
BEST BROS. Keene’s Cement 
cannot be used to advantage. 
We invite you to write for liter- 
ature giving further information. 
SEEEE HEHEHE He Ssessts 


BEST BROS. KEENE’S CEMENT CO. 
1080 W. 2nd Ave., Medicine Lodge, Kansas 


Sales Offices in: New York # Chicago 
Toledo « St.Louis * San Francisco 
Atlanta + (36) @ Philadelphia 


BEST BROS. 


KEENE’S 
CEMENT 


AMlways “BEST’ for Plastering 


















































































caitll the spirit of achievement | 


in modern architecture, the new Chrysler Building 
also exemplifies the important part being played by 


wire fabric in every type of structural development. 


Here — where cinder concrete floor arch reinforcement 
is called for, American Steel & Wire Company Wire 
Fabric is recognized as standard. Its definite factors of 
safety, its great strength and permanency, win for it 


the enthusiastic approval of architects and contractors. 


Information, including engineering data on Wire Fabric 


for concrete reintorcement,will be furnished on request. 


Wire Fabric 


The Steel Backbone 
of Concrete 






Electric 


Weld 








Illustrating Wire Fabric 





WILLIAM VAN ALEN, Architect 
FRED T. LEY & CO., Inc., Contractors 


KNICKERBOCKER FIREPROOFING CO. 
ireproofers 


used as 
floor reinforcement. 











AMERICAN STEEL & WIRE COMPANY 


‘ ; CORPORATION < 
208 S. La Salle Street, Chicago . 30 Church Street, New York 
Other Sales Offices: Atlanta Baltimore Birmingham Boston Buffalo Cincinnati Cleveland Dallas 
Denver Detroit Kansas City Memphis Milwaukee Minneapolis-St. Paul Oklahoma City Philadelphia 
Pittsburgh Salt Lake City St. Louis Wilkes-Barre Worcester 


U. S. Steel Products Co.: San Francisco Los Angeles Portland Seattle Honolulu 
Export Distributors: United States Steel Products Co., 30 Church St., New York City 
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.... “the Most Economieal 
Permanent Roof Obtainable” 


N PERMANENT roof construction, 

weight is the cost determining factor. 
When light weight is combined with fire- 
safety and permanence in a material re- 
quiring absolutely no maintenance, you 
have unquestionably the most econom- 
ical permanent roof obtainable. q Mahon 
Steel Roof Deck meets these specifications 
perfectly ... it weighs only five pounds 
per square foot, including insulation and 
roofing material. In buildings designed 
to carry this extremely light roof load, re- 
markable savings can be effected through 
the use of lighter members in the sup- 
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Cross section of Mahon Steel 
Roof Deck showing interlocking 


principle and the application of 
insulation and roofing material. 


MATERIAL 


Mahon Steel Roof Deck Plates 
are rolled from special, tight- 
coated galvanized copper-bear- 
ingsteel,and require no painting 
or maintenance whatsoever. The 
bright galvanizedceilingsurface. 
presented by Mahon Deck in- 
stalled, is a desirable asset from 
a standpoint of light reflection. 








STEEL 


ROC 
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porting structure. q The millions of 
square feet of Mahon Steel Roof Deck 
already installed on industrial and com- 
mercial buildings throughout the coun- 
try, bear evidence to the fact that many 
architects and builders are taking advan- 
tage of the outstanding economy of this 
type of permanent roof construction. 
Write for our complete data book and 
our folder, ‘‘Facts and Figures.”’ 

THE R. C. MAHON COMPANY 

Detroit, Michigan 


Branch offices in New York, Chicago and Pittsburgh— 
Representatives in all principal cities. 





\ a | 
pither 18 or 20 Gauge 





The illustration above shows Mahon 

Steel Roof Deck installed on a new 

building for the Robert Beyer Cor- 
poration, Brooklyn, N. Y. 
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Data on Safe Stairs 
(Continued from page 62) 
not about safe stairs or possible stairs, but stairs which 


took the least physical effort to go up or down. That 
will probably explain the comparatively small rise. 


| 
| 
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House, /ntlerwr......|/F. |F.B.| 554/16 | 6|1614)215</90 191, 
N. Y. Library, Exterior .\G. |G. 534|131 6 0 11314) 1914 a 23 
Woolworth’s, Fifth Ave.|V.G.\G. | 6 |11¥4 1 |1214/1719/69 |271, 
Mt. Vernon Pub. Lib’y.|G. |G.F.| 6 |12 0 |12 |18 |72 (26! 5 
Cunard Bldg., Exterior..\G. |G.F.) 6 {12 | 0 |12 |18 {72 1261 6 
Grand Central, Main (3)/V.G.|V.G.| 6 |12) | 34)1234)18 72/2614 
Grand Central, fo ramp.|V.G.\V.G.| 6 |1214) Y9| 128211814 |73. 5/26 
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L.I.R.R. to Tazis’...|F. |I 6 {1444} 1 |15%4|20144|85. 5/23 
Terminal Bldg., | - te we | 
Vanderbilt Ave....../F.  |F.G.) 6% |11 1 j12 |17144|68.|291, 
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Macy’s Store. . ee G. | 6/11 1 12) |1714/71.5)301% 
Macy’s Store..........|G. |F.G.) 6/114 salty ta 7330 
Macy’s Store. . IG. |G. | Gl4|11l4| Wil2 |18 |[74.5)2914 
Woolworth’s, 42nd St...|V.G.|G. | 6! 44|1114 1141 254|18 74. 2914 
Woolworth Bldg. to bank | 
parallel to Broadway. .\G. \G. | 6! 512 34|1234|1814|78 1284 
Terminal Building, —_| Re oe oe ee ee : 
- . Vanderbilt Ave....../F.  |F.G.) 654/11 1 112 |1754/73 131 
Snell Arcade, Kiehnel & Elliott, Customs House, Interior|G. |G.F.| 65¢|11_ | 1141244|18" |75.5|3014 
St. Petersburg, Florida Architects Hotel Shelton... ......./V.G.JG. | 654|123s| 144|1314|1894|79. 5|29 
Building Loan Bldg., | 
Lexington Ave....... IF. IF.B,] ax|109, 114|1153¢)171 |70 [33 
Grand Central, Minor. .|G. |F. | elton’ 1%|12 1756173. 5|32 
Hotel Commodore. ..... IG. |F. | 634|10%) 114/12 |1756173.5|32 
: “a | 74 8 | S 
. A sie ie Mt. Vernon Station, | | 
The ease with which buildings of N.Y. Central......./G. |F. | 634|1014| 114/12 1714/71 [33 
Subway, B. M. T., | | | 
N. Y. County Court.|F.B.|B.F.| 634|111| 54)1134|1774|75 |31!5 
TERRA COTTA City Hall, Inside......./G. |G.F.) 634)12) | 1141. aM 5 1834| * |2915 
Hotel Commodore. ....|G. |G. | 634|12%% 1IAZ)1316) 191k 83.5|28' 
U.S. Shipping Lines, | | | 
° ° Broadway. . AV.GJG. | 634|13 | 1) [14 |1934/87.6)}2714 
may be enriched with color and City Hall, [nlerior, West 6. E'B, oF lta | s1glt2usli7%4l75_5|32 
103 East 125th St.. |V.B. iF -B. 7 | _| 1. 10 |16 (63/38 
ornament renders an architec- se iag F. > in| iaasaae ey lan 
. Way, . re |e jr. / 9 re | 27/2 
PennStationtoL.I.R.R.|G. |G.F.) 7 |11 1 |12 |18 |77 |32% 
ture of barren drabness doubly Hotel Commodore...... G. |JG.F.) 7 |t1 | 124)12'4}18 {77 = |32% 
Subway, Grand Central.|F. 4 7 |113g)  146)1174)183 5/79. 5)33 
Graybar Building....../F. |F 7 |12 | 34/1234/19 |84 13014 
VanSoeaery- ian, Station z | " ta 
34th St.to L. 1. R. R..\G. |F. | 7 [13M 1 |14% 20) 94. 5)2714 
Columbia Univ. Club.. .|F. IF. B.| 714|1014| 1 |1114)1734|76 {35 
N. Y. Library, Interior .|F. |F.B.) 744)11_ | 0 [11 |1814|79.7)3315 
7 ity Hall, Exterior Front\F. |F.B.| 714|125¢ 5)30 





| ig gi91.: 
Graybar Bldg., loGrand | 
NATIONAL Central Lower Level. .|F .B.|B. | 736/107) 1 jt : ee te 34 
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N. Y. Central Bldg., tube} 
T E R RA C O T TA toGrand Central Sta.. .|F.B.|B._ | 73|10%| 11<|12  |1814|80. 3)34 
St. Paul’s Church......|F.B.|B.F. 73QI1214| T4113 |1914]/89.§ 3174 
SOCIETY Subway, Chanin Bldg. .|B. |B. 734110 | VI! 1! 4\173 87: 3.8)36'4 
N. Y. County Court 
House, Interior ..... iri. | 744) 934) 34/1014 7uyl73 38 
Stern’s Store........../F. |B.F.| 754) 97%! 1%|11  |1714|75.5)38 
230 PARK AVENUE Grand Central | 
to base. toilels........|B.F.|B. 10 








1 [tt |1784]77.5)38 
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734 
Home, rear.:........../B. |B. 77| 836) 114| 95¢/1614|06  |43! 5 
Home, front: ........5. |B. IV. B.| 84) 844 1144 914)1614)|68 45 
Home, atlic............/V.B.|V.B.| 9144] 77@| 1%! 9 11734174. 7/50 





Abbreviations used are as follows: V.G., very good; G., good; G.F., not 
quite good; F.G., better than fair; F., fair; F.B., not quite fair; B.F., better 
than bad; B., bad; V.B., very bad. 
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INSULITE PLASTER BASE 
ADDS Strength=s— 


and Insulatesm 


TESTS SHOW IT IS 


147 STRONGE 


as well as~ 


FULL 4 INCH THICK MEANS 


y eyes 


THAN ORDINARY %e INSULATING BOARDS 





OU UNDOUBTEDLY intend to insulate the 

next building you design and, of course, 
you will use a plaster base. If you specify 
Insulite you not only secure efficient insula- 
tion but also a base that grips plaster with 
twice the strength of wood lath. (The ex- 
act comparative figures per square foot are—wood lath, 514 
pounds; Insulite, 1,152 pounds.) 


By using Insulite, your insulation and your plaster base is applied 
in One operation—a saving on labor and material. Insulite Plas- 
ter Base is made in two thicknesses, full 14” and full 1”, in a 
proved practical size, 18”x48”. Insulite is an all wood-fiber 
product made from the tough fibers of spruce and other northern 
woods, chemically treated to resist moisture, and not subject to 
deterioration. The 1” Plaster Base is built of two layers of 2” 
Insulite off-set 1” on all four sides, firmly stapled together with 
non-corrosive wire. The 1%” Insulite has the ship lap edge only 
on the 48” sides. 


Because of the ship lap edge and the staggered application, Insu- 
lite Plaster Base makes possible a plaster job remarkably free from 
cracks,—and no case has ever been recorded where plaster has 
fallen off an Insulite surface. Furthermore, Insulite adds strength 
and durability to the building. In a recent laboratory test the 
four best known insulating boards were tested for strength . . 
and Insulite proved to be 14% stronger than any. 


Our Engineering Department is at your service—we invite you to 
use it. Please write for our A. I. A. File of Specifications and 
Details, with samples. 


THE INSULITE COMPANY 


(A Backus-Brooks Industry) 
1200 BUILDERS EXCHANGE, DEPT. 23C 


MINNEAPOLIS, MINNESOTA 
OFFICES IN ALL PRINCIPAL CITIES 
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HAVE YOUR CLIENT MAKE 
THESE TESTS 


Prove the greater strength of Insulite . 
Drive a nail a half inch in from the edge and 
through a board of Insulite. Loop a strong 
cord around the nail and with hand scales see 
how much greater pull is required to tear the 
nail through Insulite than through any other 
insulating board similarly tested. 


Prove the greater efficiency of Insulite ... 
Place a cube of ice on a piece of Insulite over 
an automatic electric iron set at hot. See how 
long it takes the heat to penetrate the Insulite 
and melt the ice. Make the same test with any 
other insulation boards. Then we know you 
will specify Insulite. 


FILL IN, CLIP and MAIL COUPON 


THE INSULITE COMPANY 
1200 Builders Exchange, Dept. 23C 
Minneapolis, Minnesota 
Gentlemen : 

Please send me additional information on In- 
sulite Plaster Base. Also your A. I. A. File of 
Specifications and Details, with samples. 


Name 


Address 








What Architects Are Talking About 


(Continued from page 51) 


“The architect is the co-ordinator in the building opera- 
tion, be it large or small, and his advice on when to build, 
and when not to build, is of great weight with the in- 
vestor, the home builder, and the banker. 

“The architect is in a key position and should be en- 
couraged, at this time, to say to private individuals or in- 
terests who may have projects in mind that the immediate 
future is a good time in which to build, because it can be 
demonstrated that building is now cheaper than it has been 
in past years. 

“The American Institute of Architects, in cooperation 
with the Producers’ Council, is in a position to make the 
most authoritative and complete survey of the building 
situation that can be made of present and prospective build- 
ing by any group or groups in the construction industry. 

“If such a survey is desirable the architectural profes- 
sion, and the producers of building materials, must be con- 
sulted, and, therefore, more reliable results can be obtained 
more quickly and more directly if such survey is undertaken 
by the architects and the producers acting under a direct 
request. 

“The American Institute of Architects, through its spon- 
sorship of The Architects’ Small House Service Bureau, 
which Bureau was fully endorsed by President Hoover when 
he was Secretary of Commerce, is in a position to enlist the 
active and vigorous support of the Small House Service 
Bureau in any program which may be determined upon in 
the future. 

“The Structural Service Department of the Institute pro- 
vides a contact between the architect and manufacturers and 
technicians. It is actively cooperating with many divisions 
and activities of the Department of Commerce, and es- 
pecially with the Division of Simplified Practice, and the 
National Committee on Wood Utilization. 

“The Institute, through its Structural Service Department 
and other committees, is actively cooperating with building 
and loan associations, banks and investment companies in 
matters relating to the financing of buildings and especially 
to the financing of small homes to the end that losses run- 
ning into millions of dollars annually may be prevented by 
assuring design and construction of such a character that 
the resale value of the properly will be at least sufficient to 
meet the mortgages. 

“The American Institute of Architects and the Producers’ 
Council constitute two of the major, controlling groups in 
the building industry. Their cooperation and active support 
can be and should be enlisted to its maximum capacity.” 


HE competition for the best definition of the word 

“home,” conducted by the National Association of Real 
Estate Boards, has been won by Miss F. Luena Williams, 
a fifty-year old home economics teacher living in her own 
home at Brookline, Mass. Her definition was, “Home is a 
domestic sanctuary ... wrought out of desire . . . built into 
memory ... where kindred bonds unite the family in sharing 
labors, leisure, joy and sorrows.” 

Over ten thousand definitions were submitted, the follow- 
ing four being given honorable mention: 

1—“Home—man’s abode made sacred by love, loyalty and 
understanding and surrounded by hallowed memories of 
happy days in shared experiences.” R. S. Duke, Port Ar- 
thur, Texas. 

2—“‘Home—any place where dwelling is permanent and 
love paramount.” William J. Crocker, Negaunee, Mich. 

3—“‘Home is the spot where the interests and affections 
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of the family converge and fuse and from which is radiated 
its composite influence.” Mrs. Garnet B. Thacher, Brook- 
lyn, Mich. 

4—“Home—a shelter wherein one collects possessions 
for enjoyment and comfort; a permanent abode of love and 
contentment to which one returns for refuge and refresh- 
ment.”—Mrs. B. Rowell, Pawtucket, R. I. 


HE architectural and engineering features of the Chi- 

cago World’s Fair features were recently explained by 
Major L. R. Lohr, its manager, as follows: “Our archi- 
tecture is taking an entirely new theme. It is going to be 
non-formal and unsymetrical. There will not be a perfect 
balancing—a building here plus another opposite exactly 
the same in size and shape, and a tower in the middle. It 
is going to be broken up. That is a new theme in architec- 
ture and that is part of our pioneering. 

“We are going to pioneer in engineering construction; we 
are going to pioneer in the use of materials; we are going 
to pioneer in the methods of construction and use new 
methods of construction. 

“We have some specifications. First, these buildings 
must be cheaply constructed because we have to make a re- 
turn on our capital investment in 150 days of operation. 
They must be absolutely safe. We can not risk injury to 
life or limb. They must be safe against fire. There are 
priceless art treasures we cannot risk having damaged. 

“The buildings must be easily salvaged. Imagine five 
million square feet of concrete monolithic floor. It will cost 
over a million dollars to tear that concrete up, and of course 
it is worthless when it is torn up. Therefore, we must be 
able to salvage economically, and again we must try to 
get a high salvage value for the materials or else we cannot 
afford to put up the buildings that we would like to put up. 

“The Transportation Building is made up of two great 
domes connected by a low building which is about 700 feet 
long. The two domes are about 150 feet in diameter and 
set on a base which is 300 feet in diameter. The domed 
structures are 125 feet in height. These domes are unique 
in their construction. 

“The space under the domes is absolutely clear; that is, 
there will be no supports underneath them. Every other 
dome I have ever heard about has always had all its mem- 
bers in compression. In these domes, every member will be 
in tension. 

“I put that problem up to a group of engineers not long 
ago and asked them how we were going to do it. I asked 
any man to speak out in the assemblage, if he could tell how 
it could be done, and somebody finally said, “sky hooks,” and, 
strangely enough, that is about as close as anything else. 
From towers built on the side, there will be steel cables, not 
unlike a suspension bridge with a spider-web-like structure 
coming down from them, holding or elevating them from 
above, instead of having steel members from beneath. 

“First, that is rather economical to put up, but particularly 
all those steel cables have a high salvage value. Moreover, 
those cables will be plated with chromium or other material 
with brilliant surfaces, and instead of having round wires, 
all wires will have flat surfaces, giving large facets to re- 
flect light. Colored lights will be turned on these cables, 
coming down in streamers on the side. 

“The second place where we are pioneering is that al- 
ways before the architect has covered up the steel columns 
with marble and brick. Now, for the first time, the en- 
gineering structure is the architectural conception.” 
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oil in the South... 


T Birmingham, Alabama, is the magnificent Jefferson 

County Court House, pictured below. Holabird and 

Root were the Architects—Harry B. Wheelock, Associate 

Architect. Ingalls Iron Works Company fabricated the 

steel and Southern Ferro Concrete Company were the 

General Contractors. Here again Carnegie Beams were 
chosen to form the steel framework. 
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a The popularity of Carnegie Beams is nation wide. Every 
important city in the United States—North, East, South 
and West— is represented in the imposing list of structures 
in which these modern sections have been used. Architects 
. and steel designers have been quick to recognize the re- 

markable adaptability of Carnegie Beams to their needs— 
s to see the unlimited possibilities in design and construction 


these wide, parallel-flanged sections present. 
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Cn In any type of construction involving structural steel, 
Carnegie Beams offer economy, utility and flexibility 
of design never before possible. 
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CARNEGIE STEEL COMPANY 


Subsidiary of United States Steel Corporation 
PITTSBURGH - PA. 
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A Wall-Tex job 


is a job well done 




















Coatep fabric wall coverings are enjoying a great vogue in both 
modest and luxurious homes. Cash in on this popularity by 
recommending Wall-Tex. Besides giving your clients what they 
want, you have the assurance that the job’s well done. 

Open a Wall-Tex sample book, glance at the splendid array 
of patterns. See what a wide range you are offered. Here are 
patterns and colors for all types of architecture and rooms. 

Wall-Tex will not discolor. Spots are easily washed away. 
The sturdy fabric hides plaster cracks and helps prevent new 
ones from occurring. Best of all, it is priced for profit to you 
and economy to your clients. 

Architects, builders and decorators: Write name and address 
on margin of page and ask for name of nearest Wall-Tex dealer, 
sample and folder, “The Modern Trend in Wall Coverings.” 
COLUMBUS COATED FABRICS CORPORATION 

Formerly The Columbus-Union Oil Cloth Company 


Dept. C-3-30, CoLtumBus, OHIO 





Durable 
Wall Covering 











BOOKS 


(Continued from page 66) 

The second chapter covers representative American air- 
ports. Other chapters cover the handling of passengers 
and freight; construction of hangars, offices and shops; 
lighting of airports; airport management; suggestions 
for making airports profitable; and similar data. 

Illustrations include airplane pictures of airports, 
plans of airports and some of their principal buildings, 
office forms used in air travel, and other data. 


Genuine Antique Furniture 


By Arthur de Bles. Published by 

Thomas Y. Crowell Company, New 

York. Illustrated; 376 pages; size 
6x94; price $6.00 


FY ht MAJOR DE BLES may not require an in- 
troduction, it will not be amiss to remind our 
readers of an earlier book by the same author entitled 
“How to Distinguish the Saints in Art.” The author is 
also well known as a museum lecturer. In the present 
volume he describes the distinctive characteristics of 
furniture styles from 
Gothic, through the [| 
French Louis eras 
and the Jacobean and 
William-and-Mary 
styles in England, to 
the late eighteenth 
century work in both 
countries. Five chap- 
ters are devoted to 
American furniture. 
The pitfalls and 
snares of the furni- 
ture-fakir, and how 
they may be avoided 
are pointed out in 
the book. Typical 
pieces of furniture 
from various periods 
have been selected to 
illustrate this vol- 
ume. The text is 
readable, full of the 
romance of furni- 
ture and its develop- 
ment, and very edu- 
cational as well. 





Secretary-cupboard by John God- 
dard, of Newport, R. _From 
“Genuine Antique Furniture 





The Honeywood File 


By H. B. Creswell, F. R. I. S. A. 

Published by the Architectural Press, 

London, England. 310 pages; size 

5142714; price 7/6d. 

A* last an architect has dared to put down on paper 
all the bedevilment under which a long-suffering 
profession labors. “The Honeywood File” is, briefly, an 
architect’s imaginary correspondence concerning a house 
job with the client, builder, quantity surveyor, subcon- 
tractors, client’s wife, and so on. Hence the name, “The 
Honeywood File.” (Continued on page 112) 
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: Famous Quarries — 
=! Yours to Choose From 
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Famous Quarries of 
Indiana Limestone Company 


Dark Ho.titow Hoosier 

P. M. & B. DoyLe 

- WALsH Eureka 
PEERLESS 





Qo 


is HE proven quarries of the 
“nt Indiana Limestone district 
of are yours to choose from when 
you specify Indiana Limestone 
Company stone. You'll never find 
Indiana Limestone Company rep- 
resentatives trying to limit you in 
your search for just the right color 
of stone. We have an almost un- 
limited variety to offer you, far 
more than anyone else. 


In fairness to yourself and your 
client, why make your selection 
. where there is less opportunity to 
find exactly what you want? 

The buildings constructed of 
Indiana Limestone are the best 
“samples” from among which to 
find exactly the stone you're look- 
ing for. Look these over — then 
ask where the stone that interests 
you came from. Nine times out of 
ten it will be from a quarry now 
part of Indiana Limestone Company. 


Fre 





Along with this largest variety 
of stone, Indiana Limestone Com- 
pany offers you the highest stand- 
ard of service ever developed in 
the stone industry. You have every 
requisite for the successful com- 
pletion of your project in these 
two factors—stone and service. 
Why take a chance with any but 
the best? 


To make identification 
of Indiana Limestone 
Company stone easy, 
we are now marking 
every piece 


At right, Detail, Temple Emanu-El, New 
York City. Kohn, Butler & Stein, Architects. 
Mayers, Murray & Phillip, Associates. 
Cauldwell-Wingate Company, Builders. 
Variegated Indiana Limestone from Unt- 
versity and Dark Hollow Quarries. 


-f INDIANA LIMESTONE COMPANY 


f General Offices: Bedford, Indiana Executive Offices: Tribune Tower, Chicago 
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(Continued from page 110) 


Most of the letters written are commented on by the 
author, who certainly shows an excellent knowledge of 


what the pitfalls are in an architect’s business. Though 
PASSENGER the book is fiction, it displays a sound common sense 
that will do much to show an architect how to keep 
ELEVATORS difficult situations from arising. Many of the incidents 


revealed by the file will strike an echo in the reader’s 








Continuous and efficient service own experience, for no one but an architect of long 
is the result of a Kimball in- Write for data on practice could have written a book so wisely humorous 
stallation. Kimball builds Pas- Simei Hicvaton as this. 

senger Elevators that travel at type you are inter- The material first appeared in “The Architects’ Jour- 
speeds of one hundred to six ““"™ nal” of London and proved to be of so much interest 


hundred feet per minute in 
manual, automatic or push but- 
ton operation. All Kimball 
machines are modern, compact, 
noiseless and economical to in- 


stall and to operate. Z S 


ne oer Berkshire Arms Apts. 


KIMBALL BROS. CO. Kansas City, Mo. 


Builders of Elevators for 46 Years ee 


1119-27 Ninth Street _ 


COUNCIL BLUFFS, IOWA a 


3-29 


that it is reprinted in book form. 






FREIGHT 
LIGHT ELECTRIC 
PASSENGER, 
PUSH BUTTON 
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Dining Room, House of Grantland Rice, 
East Hampton, L. I. From “House & 
Garden’s Book of Color Schemes” 





House and Garden's Book of 
Color Schemes 


Edited by Richardson Wright and 

Margaret McElroy. Published by the 

Conde Nast Publications, Inc.. New 

York. Illustrated; 228 pages; size 
10713; price $5.20 


ORE than two hundred color schemes and over 

three hundred illustrations of halls, living rooms, 
dining rooms, bed rooms, and sun rooms, roofs, garden 
rooms, kitchens and bathrooms are contained in this 
book. The characteristic colors of each decorative period 
are given together with information on how to select 
a color scheme. 

Much of the contents is text covering such subjects 
as color impressions of periods, rich color for renais- 
sance rooms, schemes for early English rooms, color 
suggestions for Georgian rooms, and other similar and 
interesting suggestions. 

An interesting thing about the presentation of the 
various illustrations is that the captions tell the dec- 
orative scheme so that some approximate visualization 
of the colors used may be had. Eight of the interiors are 
printed in full colors. 
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Our Lavatory 
Booklet, describ- 
ing this fixture, 
if not already in 
your file will be 
gladly mailed. 
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A Marked Improvement in 


NLESS the service is of an extremely 

severe nature the new Te-pe-co 
Concealed Bracket Lavatory on Wall 
Carrier will prove a welcome innovation 
to Architects for their plans in residences, 
hotels, apartments and buildings of a 
semi-public nature. 


With a Te-pe-co Vitreous China Lavatory, in 
sizes from 24x20 to 33x24 can now be supplied 
this bracket, attached as per diagram below. Its 
adjustability permits leveling of lavatory. It elimi- 
nates the clumsiness of prior types of brackets. The 
result is an installation of pleasing appearance, 
simplicity and approved sanitation. 


THE TRENTON POTTERIES COMPANY 


TRENTON, NEW JERSEY, U.S.A. 
National Showroom—New York City 














MQ wd 101 Park Ave., Entrance on 4lst St. 
rT Export Office: 115 Broad Street 
Branch Offices — Boston, Philadelphia, 
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San Francisco, New York City 





1930 





In addition to leveling feature it will 
be noted that lavatory may be set 
at any desired height. 








JA ‘Té-pe- co ‘Product 


CONCEALED BRACKET LAVATORIES 





OUR GUARANTEE 


We make but one grade of 
ware—the best that can be 
produced—and sell it at 
reasonable prices. We sell 
no seconds or culls. 


Our ware is guaranteed to 
be equal in quality and 
durability to any sanitary 
ware made in the world. 


The Te-pe-co trade mark is 
found on all goods manu- 
factured by us and is your 
guarantee that you have 
received that for which you 
zave paid. 











Do You Know 


What Keeps Paint from Fading? 
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House at Merion Park, Pennsylvania. Archi- 
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tect, H. Martin Molony. 
Cabot’s DOUBLE W. 


Finished 
ITE 


with 
Collopakes. 


We have produced outside greens and 
other colors that will not fade, because 
they contain pure pigments without 
fillers and are made by our patented 
Collopaking Process. 
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Architects can now specify bright 
colors for sash and other outside work, 
because they need no longer fear rapid 
and disfiguring fading. 

We have prepared a technical bulletin 
on the important subject of fading of 
paint. This will be gladly sent you on 
request. Please use the coupon below. 


Cabot’s 
Collopakes 
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BOLE MANUFACTURER? 
AND DISTRIBUTORS OF 
CABOT'S COLLOPAKES 
AND STAINS IN CANADA 
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BRAMDRAM- HENDERSON 
&To. 


141 Milk Street 
Boston 


Please send me your Labora- 

tory Bulletin Number 2, 

“The Fading of Paint, Its 
Causes and Prevention.” 
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Sana-bestos Tiles 


PATENTED 


for Schools, Churches, Hos- 
pitals, Stores, Apartments, 
and Homes 
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The architect will be quick to recognize 
these desirable features of Sana-bestos 
Floor Tiles: 


—Easily and quickly laid in plastic cement by the 
average workman. 


—Moderate in first cost with no upkeep expense. 

—Not affected by acids or alkalines. 

—Stains and marks of cigarettes easily removed 
by washing with soap and water. 

—Comfortable, non-slippery, resilient 
that will not buckle, crawl, warp, 
loosen, or turn up at the corners. 

—Never wears rough or gritty, and is never af- 
fected by traffic no matter how severe. 

—A variety of color tones that harmonize with 
any artistic layout, including black, maroon, red, 
brown, green. Sana-bestos tiles are also manu- 
factured in two color marble effects (but not in 
light colors.) 


surface, 
wrinkle, 


Sana-bestos Heavy Duty Tiles 


Sana-bestos Tiles for industrial use are 
manufactured 1% inch in thickness. They 
may be laid either in our special plastic 
cement or in concrete. When laid in con- 
crete they can be used out of doors as well 
as indoors, with excellent results. 


Sample tile and descriptive literature 
sent upon request 


FRANKLYN R. MULLER, Inc. 


Manufacturers of Asbestone and Sana-bestos Tiles 
103 Madison St. Waukegan, Illinois 


Established 1906 
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: The Passavant Hospital, Chicago; Holabird & 
TO Root, architects; equipped throughout with 
. Sargent Hardware. The appropriateness and 
simplicity of the design in chromium plate 
may be judged from the one item shown above. 





Built for Service... 


THE BEsT possible service to suffering humanity —this is the aim of the modern hospital. 
Its cost is unrestricted by expected profit on the investment. Each step of planning, building, 
equipping demands the highest skill available. Every installation must be of the finest. 
Where such excellence is imperative Sargent Hardware is a natural selection. For many 
years Sargent Hardware has been installed in outstanding structures of the country — 
hospitals, office buildings, educational buildings, hotels, apartments. Appropriate designs 
of Sargent Hardware add materially to the beauty and service of each. Perfect operation 


is assured for every moving part. Sargent & Company, New Haven, Connecticut; 


94 Centre Street, New York; 150 North Wacker Drive (at Randolph), Chicago, Illinois. 


SARGENT 


LOCKS AND HARDWARE 
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Technical Bulletins 


“Designs for Kansas Farm Homes,” by H. E. Wichers, is 
the title of bulletin No. 23 issued by the Engineering Experi- 
mental Station of Kansas State Agricultural College, Man- 
hattan, Kansas. Contains plans and perspective sketches of 
farm houses of various sizes. 


“Compressive Strength of Clay Brick Walls,” by A. H. 
Stang, D. E. Parsons, and J. W. McBurney, is the title of 
research paper No. 108 issued by the Bureau of Standards, 
Washington, D.C. Price 30 cents. 





“Results of Tests on Sewage Treatment” by Harold T. 
Babbitt and Harry E. Schlenz is the title of Bulletin No. 198, 
issued by the Engineering Experiment Station of the Univer- 
sity of Illinois. Price 45 cents. 


“Properties of Western Hemlock and Their Relation to 
Uses of the Wood” is the title of a technical bulletin issued by 
the United States Department of Agriculture, Washington, 
D. C., by F. P. A. Johnson and W. H. Gibbons. Illustrated. 
Price 20 cents. 


“Lumber, Simplified Practice Recommendation R16-29.” is 
the title of a bulletin of the U. S. Department of Commerce, 
Bureau of Standards, which now enters its fourth edition. It 
covers structural material, and illustrations of American 
Standard Patterns for worked lumber and American standard 
mouldings. Price 30 cents. 


Three bulletins issued by the University of Toronto, 
Faculty of Applied Science and Engineering, School of 
Engineering Research, are “Shear Stress in Certain Thin 
Fillets,” “Permissible Stresses on Rivets in Tension,” and 





“Report on Pilot Tests Conducted for the Structural Steel 





Welding Committee of the American Bureau of Welding at 
the University of Toronto, 1927-28.” 


PERSONALS 


The architectural firm of Henry J. McGill and Talbot F, 
Hamlin has been dissolved. Mr. McGill will continue in- 
dividual practice at 415 Lexington Avenue, and Mr. Hamlin 
has opened a new office at 11 West 42d Street, New York 





Schwab, Palmgreen & Merrick, associated architects, have 
moved to the Koppers Building, Pittsburgh, Pa. 


G. E. Pearson, architect, has moved his office to 4437 
Wrightwood Avenue, Chicago, IIl. 


W. Oscar Mullgardt, who has been associated with Maur- 
an, Russell & Crowell, architects, St. Louis, has been ad- 
mitted to partnership in that firm. 


Albert E. Sleight, Architect, Paterson, N. J., has opened 
a branch office in Closter, N. J., with Harry E. Bell as 
manager. 


Noble Hoggson has resigned from the firm of Spoon and 
Hoggson, Inc., landscape architects, White Plains, New 
York, and the firm will be continued under the name of 
Jacob John Spoon, Inc. 


John Knox Ballantine, architect, has moved his offices to 
137 Harlan Place, San Francisco. 





DOING ONE 


THING We 







HIRTY years ago this com- 
pany produced the first all- 
steel rigid conduit. Today our factory 
devotes its entire production to making 
conduit. When specifications call for 
“Galvaduct” or “Loricated” the con- 
duit installation will be done well. 


Garland Mfg. Company-Pittsburgh 
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Masonic Temple, Fort Smith, Arkansas, two 10,000 foot Ross Boilers installed. 
George R. Mann, Wagner and King, Architects; Haralson and Nelson, Associate 
Architects .. .. . . Eldorado Plumbing and Heating Co., Heating Contractors. 





Details and specifications on request. 


THE FROST MANUFACTURING COMPANY 
GALESBURG, ILLINOIS 





ECONOMICAL ~ EFFICIEN: 
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Frick Refrigerating Equipment meas- 
ures up to the most exacting standards: 
it has been selected for hundreds of the 
finest hotels, apartments, hospitals, office 
buildings, clubhouses, markets, cold stor- 
ages, etc. Into every Frick plant is put 


our 48 years’ experience in refrigerating 
work. 


Carbon-dioxide and ammonia systems; 
machines of all types and sizes. Complete 
refrigerating service—layouts, specifica- 
tions, estimates, drawings, manufacture, 
installations, test, and guarantee. Branch 
offices and Distributors in all principal 
cities. 


Literature gladly furnished. 








Ultra-Modern Store Design 
Requires United Metal Doors 
























The newer stores catering to 
women must select their equip- 
ment with the utmost care. Style 
and beauty must be served, yet 
utility is of paramount importance. 





The Lefkovits Store, Canton, 
Ohio’s newest and finest establish- 
ment, has elevator enclosures of 
United hollow metal construction. 
Thoroughly in keeping with the 
richness of the surrounding fittings, 
they still provide the fire protection 
and flawless mechanical service for 
which United equipment is noted. 


rageewene ce 


THE UNITED METAL PRODUCTS CO. 
Lefkovits Store, Canton, Ohio , CANTON, OHIO 


Architects—Lorentz & Lorentz. 
Contractor—L. W. Kilgore. 
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Chicago 





Architect: Holabird & Root, Chicago 
Gen. Contractor: Hegeman-Harris Co., Inc., Chicago 
Healing Contractor: Robert Gordon, Chicago 
Plumbing Contractor: O'Callaghan Bros., Chicago 


AMERICAN BRIDGE COMPANY 
AMERICAN SHEET AND TIN PLATE COMPANY 
AMERICAN STEEL AND WiRE COMPANY 
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rTP HE recent completion of the Chicago Daily 

News Building marks the beginning of a 
new era in Chicago’s building history ...a 
step toward utilization of air-right areas... 
an extension of a great business district ...a 
milestone in the beautification of the Chicago 
River front. This interesting structure—built 
over railway property—pioneers a develop- 
ment of tremendous importance to the indus- 
trial and commercial life of this great city. 


In view of the unusual ingenuity required 
in the planning of such a building . . . care and 
precision in the selection of equipment were 
uppermost in the minds of the architects, en- 
gineers, and contractors responsible—outward 
beauty should reflect inward quality ... only 
enduring materials could qualify. Therefore, 
when it came to the selection of pipe, a vital 
part of the mechanical equipment, the major 
portion used was NATIONAL — 


America’s Standard Wrought Pipe 


NATIONAL TUBE COMPANY 


Frick Building, Pittshurgh, Pa. 
SUBSIDIARY OF UNITED STATES STEEL CORPORATION 





PRINCIPAL SUBSIDIARY MANUFACTURING COMPANIES: 


CARNEGIE STEEL COMPANY 
CYCLONE FENCE COMPANY 


1930 


FEDERAL SHIPBUILDING AND Dry Dock ComMPANY 
Pacific Coast Distributors—United States Steel Products Company, San Francisco, Los Angeles, Portland, Seattle, Honolulu. L£xport Distributors—United States Stee! Products Company, New York City 


ILuNots STEEL COMPANY 
MINNESOTA STEEL COMPANY 
NATIONAL TUBE COMPANY 





THE Lorain Steet COMPANY 
TENNESSEE COAL, IRON & R. R. COMPANY 
UNIVERSAL PORTLAND CEMENT COMPANY 













RATES for Classified Advertisements 


The American Architect 


International Magazine Bldg., New York, N. Y. 


$2 for 25 words or less per insertion and 6 cents for each additional 
word. Where the answers are to be Pe mad in care of The American 
Architect seven (7) words should be allowed for the box number. All 
advertisements must be accompanied by full remittance. Copy received 
3 — in advance of publication date which is the 20th of preceding 
mont 





HELP WANTED 





ANTED: Ornamental iron draftsman capable of managing orna- 

mental division of large concern. Must be experienced in Estimat- 

ing and Management. Also capable ornamental iron draftsman 
for drafting room. Write, Anderson & Stewart, 803 Magee Building, 
Pittsburgh, Pa. 





POSITION WANTED 





desires new connection with first class organization offering future. 
Can take complete charge of office or large project. Long ex- 
perience in the development and preparation of drawings of large public 
and commercial buildings. Connection leading ~. sesceete or junior 
partnership desired. Address Box 268, care THE AMERICAN ARCHI- 
, International Magazine Building, New York he 


Kies Architectural Draftsman, registered in New York, 








CARNEGIE INSTITUTE OF TECHNOLOGY 


Six weeks’ course, June 16 to July 26, in Architecture, consisting 
of design, outdoor sketching, descriptive geometry, shades and 
shadows, and perspective. Course arranged both for architectural 
draftsmen and for students of architecture. 

Instruction by regular members of the faculty. 

Wide range of technical subjects offered by other departments. 
For catalog, address the Director of Summer Session, Carnegie 
Institute of Technology, Schenley Park, Pittsburgh, ‘ 























INTER-COMM-PHONE SYSTEM 


The Stromberg-Carlson Inter-Comm-Phone System is satisfying 
the service demands of offices, factories, and large residences 
where simultaneous conversations are necessary, but where the 
volume of traffic is not large enough for a switchboard system 
and a paid operator. 
Easy to operate, cuts down useless running around, speeds 
production and increases efficiency. Made by a firm with more 
than thirty-five years’ experience. 
Write for literature describing Stromberg-Carlson 
Telephone and Radio apparatus and trade discounts. 
Gunny Ba. wy | qos & eo 


Strombers-Carlson 
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MEYER 


Steelforms 
THE STANDARD 


Nix Building } 
San Antonio, 
Texas 


Inquiries will establish the fact that Meyer Steelforms 
are the standard for concrete joist floor construction. 


CONCRETE ENGINEERING COMPANY 
General Offices: Omaha, Nebraska 


Branches in all principal cities 
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“RED METAL”’ (Solid Bronze) 
“GIANT METAL”’ (Phosphor Bronze) 
AND STEEL (Cold Rolled) 





SASH CHAINS 





For Economy 
and 
Satisfaction Use 


SASH CHAINS 


Manufactured by 


THE SMITH & EGGE MFG. CO. 


Bridgeport, Conn. 
ORIGINATORS OF SASH CHAIN 








See page C-2928 Sweet’s Catalog and Page No. 147 
American Architect Specification Manual 
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CRITTALL CASEMENTS 
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Le oe gee 


Offered in three com- 
plete lines—Stanwin, 
Norman and Universal 
—Crittall Casements 
are available in a wide 
range of standardized 
types and designs or 
custom-built to the 
architect’s sizes and 
specifications. See our 
catalog in Sweet’s— 
pages A1131 to A1200 
—for details and com- 
plete information. 


























CRITTALL CASEMENT WINDOW CO. 
10921 Hern Ave. ’ ’ Detroit, Mich. 











DOUGHERTY KITCHENS 
for new READING STATION 

















HORACE TRUMBAUER, Architect Philadelphia, Pa. 


Factors of no little importance, in the splendid 
service offered to the public by the newly opened 
North Broad Street Station, are the kitchen equip- 
ment and serving supplies installed in this superb 
building by DOUGHERTY. 


Specified for superiority, these kitchens will endure 
and give complete satisfaction and service. Let our 
Engineering Department co-operate on your next 
food service job. 


The KitcherN 











No Fue 
REQUIRED | 


With Kernerator, | | | 
the air-dried 

rubbish and garbage | | 
furnish the Fuel 

for their own 
destruction. 








N° gas, or kindling — just a match, applied | 
to the waste in the KERNERATOR, air-dried } 
by means of the patented Kerner by-pass five. 


KERNERATOR does its job and does it well. 
It is not just masonry and castings, but a time- 
| proven household convenience — guaranteed 














by a service of cooperation from planning 
and installation through actual operation. You 
start right with a KERNERATOR. 


| (See our catalog in Sweet's, write 





| 
for A. I. A. folder 35J]41. Offices 
in over 100 cities.) | 
HAT 





KERNER INCINERATOR COMPANY 
719 East Water St. Milwaukee, Wis. 


KERNER 
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THE CUTLER 
MAIL CHUTE 


In its perfected form is the 


outcome of long experience, 
and is designed to meet the 
requirements of public use 
under Postoffice Regulation. 
It is simple and substantial in 
design and construction,dur 
able in finish, and has an 
Architectural quality which 
is appreciated and much 
commended by Architects. 


Full information, details, and 
Specifications on request. 


THE CUTLER MAIL CHUTE CO. 


GENERAL OFFICES AND FACTORY 
ROCHESTER, N.Y. 
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Trade Mark 





United States Ozone Company of America 


Manufacturers and Engineers 
ESTABLISHED 1910 


U. S. VENTILATING OZONIZERS ner G8 
U. S. WATER OZONIZERS 
U. S. INDUSTRIAL OZONIZERS 


Ask for Copy of Bulletin 41—Ozone and Its Production. Factory and Sales Office 
Bulletin 54—The Functions of Ozone in Ventilation. 


Bulletin 55—The Function of Ozone in Water Purification. SCOTTDALE, PENNA. 
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STEEL 


A Highly-Efficient Unit for Heating 
Homes and Smaller Buildings 


HE Kewanee Type “R” Residence Boiler has many advantages— 
in addition to its greater strength and consequent longer life. 


The shell has extra thickness, of high quality steel plate made 
into one homogeneous piece. It may easily be carried into a 
building through any ordinary door, and is then ready to set on 
the base. 


The base, of very heavy cast iron, comes already assembled with 
grate bars in place. Each grate barrocks on aremovable trunnion. 


Every unit of Kewanee Type “R” is practically indestruct- 
ible. All castings are substantial to withstand rough usage, 
the lighter parts being of malleable iron for toughness as well 
as strength. 


Notice particularly the Crown Sheet, the roof of the firebox, 
which is arched right-side up (a distinctive Kewanee feature). 
That makes it self-draining, shedding any sediment or loose 
scale that might be precipitated from the water. 


for Every Fuel—Coal, Gas or Oil 


Every kind of solid fuel, coke, all grades of soft or hard coals, 
their briquette or powdered forms; also any liquid fuel oils, and 
natural or commercial gas can be burned with high efficiency in the 
Kewanee Type “R” Residence Boiler. 








ATs Ww th ere *s a In sizes to heat from 370 to 1960 square feet 
i li . a of steam, and fro.n 590 to 3140 square feet 
Kk kK WA N EK EK of water radiation. Details in Catalog 88. 


ene 6 = KEWANEE BOILER CORPORATION 


Ye ia fl 
Ss VA ome 6 fi d | y pP e€ division of American Radiator & Standard Sanitary Corporation 


of Building . KEWANEE, ILLINOIS 


Branches in 40 Principal Cities 
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The Detroit Times—Albert Kahn, Inc., Architects 
Truscon Double-Hung Steel Windows 


In Fine Buildings Everywhere 


The great new newspaper plant of the Detroit Times 
is another example of the use of Truscon Double-Hung 
Steel Windows in buildings of quality. Attractive 
appearance is combined with permanence and utility. 
Truscon Double-Hung Windows are moderately priced 
because of quantity production. Catalog on request. 


TRUSCON STEEL COMPANY 
STEEL WINDOW DIVISION YOUNGSTOWN, OHIO 


Truscon Steel Company of Canada, Limited, Walkerville, 
Ontario. Warehouses and Offices in Principal Cities. 


MODEL-Ne 28 


DOUBLE-HUNG 
STEEL WINDOWS 
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